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BASEN SSCA 
oaiaigie aia 
* To the Right worfhipfull 


gf OH N.OFFLEY 
Of Mavexy Manor in the County 


of Stafford, Efqs 
My moft honoured Friend. 


“@ Flavé made fo ill ufe of 
9 your former favouts, as 
» by them tobe encoura> 
~~. ged to intreat, that they 
may be enlarged tothe patronage and 
| protettion of this Book ; and I have 
_ priton a modeft confidence, that I 
" fhall not be deny’d, becaule it is a 
| BB ifcointe of Fi/h and Fi ifhing, which - 
you know fo well, and both in 
and practife fo much. 
ig You are aflured (though there be 
. A ; 


i 


The Epifile 


| ignorant men of anocher belief) chat 
Angling is an Art, and you know 


that 4re better than others; and, 


_ that this iscruch,is demonftraced by 


the fruits of that pleafant labour, 


_ which you enjoy when you purpofe 


to give reftto your mind, and diveft 
your felf of your more ferious bufi- 
nefs,and (which is often) dedicate a 


; 


beget in them an emulation tobe 
like you, and that emulation might 
beget an induftrious diligence to be 
fo: but I know it is not attainable 
by common capacities. And there be 


‘Novy many men of great Wifdom,lear- 
ning and experience, that loye and pra- 


ie , ctife 


i a - Dedieatory. A a 
+ tile this Art, that cia a ipeak ) 
the cruth. 

“Sir, thas pleafant curiofity of Fifh 
aod Fifhing, (of which you are fo 
gteat a Matter ) has been thought 
worthy the pens and prachifes of divers 
in other Nations, which have been — 

_ reputed men of great learning and wif- 
dom,and amongt{t thofe of this Nati- 

on lremember Sir Henry Wotton (a 
dear lover of this Art) hastold me - 

- that his intentions were to write a 
Difcourfe of the Art, and in praife of 
Angling and doubtlels he had done fo 
if death had not prevented him ; the 
temembrance of which hath often 
made me forry, for ifhe had lived to 
do it, then the unlearned Angler had 
een fome better Treatife of this Art, 
~ a Treatife worthy his perufal, which — 

though fome have undertaken) V j 


he Bpifile, &e. 7 
could never yet fee in Englifh.. 

But mine may be thought as weak 
andas unworthy of common. view ; 
— and-Ido here freely. confefle, that £ 
~ fhould rather excufe my felf, than 
cenfure others, my own Difeourfe 
being liable to fo many exceptions’; 
_againft which you (Sir) might make 
this one, That it can contrabute nothing 
to your Knowledge. And left alonger 
_ Epiftle may diminith your pleafure, 
- I fhall not adventure to make this 
| Bpiftleany longer than to adde this 

| following truth, That I am really, 


SIR, 
Your moft affectionate Friend, 


and moft humble servant, 


Iz WaA-. 


To all Readeré of this Difcourfe, but efpeci- 
~~ ally co the honeft ANGLER, 


WIS Think fit to tell thee thefe following 
NG truchs, That I did neither undertake, 
nor Write, #0r publith, and muchleffe 
aa own this Difcourfe to pleafe my elf : 
nd having been too eafily drawn to pleafe orhers,as 
I propos'd not the gaining of credit by this underta- 
king, fo 1 would not willingly lofe any part of that 
tewhich I had a juft title efore I begun it, and 
therefore defive and hope, if 1 deferve not commen- 
dation, yet 1 may obtagz pardon. 
And though this Difcourfe may be lyable to 
ome exceptions, yet I cannot doubt but that moft 
‘Readers may recerue fo much pleafute or profit by 
it,as may make it worthy the time of their perufal, 
if they be not very bufie men. And this all the 
coufidence that I can put on concerning the merit of 
what is here offered to their confideration and cen= 
ure ; and if the laff prove too fevere, I have alia 
berty, and am refolv'd to neglett it. , 
_ And I wilh che Reader alfoto take notice, that 
ia wrizing of it [have made my (elf a recreation of » 
@tecreation ; and thar it might prove [oto kim, 
‘and nor read dull and cedioully, I have ix feveral 
a mixt (not any {eurrility, but) fomse innocent, 
arm'efi mirth; of which ,if thor be afevere [owre- - 
- camplexton'd man, then 1 here difallow thee to be a 
competent judge ; for Divines fay, There are of- 


fences given,and offences not given but taken, 
re thal 


—_- >, 


To the Reader, . 
And I am the willinger to juftifie the pleafant 

part of it, becaufe, though it 1s known I can be feri~ 
ous at feafonable times, yet the whole Difeour(e is, 
or rather was, a picture of wy own difpolition, efpe- 
cially in fuch dayes and times as Lhave laid afide 
~ bufine[s,and gonea fifping with honeft NatandR. 
Roe but they are gone, and with them moft of my 
pleafant hours, even as a [oadow that paffeth away, 

and returnes not. bes. 

And next ler me adde this, that hethat likes not 
the. book, {hould tike the excellent pitture of the 
trout,and fome of the other filh;which I may take a 
liberty to commend,becaufe they concern not my felf. 
Next let metellthe Reader, that in that which 
as the more ufeful part of this Difcourfe, that is to 
fay,the obfervations of the nature, andbreeding, 
‘and {eafons,and carching of fith,2 am not fo fimple 
— asnot toknow, but that a captions Reader may find 
exceptions againft fomething (aid of fome of thefe ; 
andtherefore I muft intreat him to confider; that 
expertencé teaches ws toknow, that feveral Coun- 
tries alter the time, and I think almof? the manner 
of fifhes breeding,but doubtlefs of their being in fea- 
fon; as may appear by three Rivers in Munthoth- 
‘fhire,zamely Severn, Wie and Usk, where Camb- 
den (Brit.f.6 33.) obferves, that in the river Wye 
Salmon are in feafon from Sept..to April,and we 
_ care certain,that in Thames azd Trent,and in moft 
other rivers they be in feafon the 6, hotter moneths. 
Now for the Art of catching fifh, that # to fay, 

y to make aman that was none, tobe an Angler 


Y 


"___ Tothe Reader. 


py abook; he that undertakes it fhallandertake 2 
arder task, than Mr. Hales (a moft valiant and 
pxocllent Fencer) whoin a printed book called A 
srivate School of Defence,wudertook by it to teach 
that art or [crence,and was laugh’d at for bis labor, 
Not bat that many ufeful things might be learnt by 
that book, but he was laugh'd at, becaufe that art 
pas not to be taught by words, but practice : and fo 
muft Angling. And ia this Difcourfe I do not un- 
dertake to fay all that 1s knows,or may be faid of it, 
but T undertake to.acquaint the Reader with many 
things that are not u{ually known to every Angler 
and | foall leavegleanings and obfervations enough 
tobe made out of the experience of allthat love and 
pattife this recreation, to which I fhall encourage 
them.F or Angling may be faid to be folike theMa- 
thematicks,thar it can ne’re be fully learnt; at leaff 
not fo fully but that there wil fiil be more new expe- 
wients left for the trial of other men that [ucceed ws, 
But [ think all that love this game may here 
learn fomething that may be worth their money, if 
they be not poor and needy men; andin cafe they be, 
I then wifh them to forbenr to buy it; for Iwrite 
wot to get money,but for pleaftre,and ths Difcourfe 
naff s of no more ; for I hate to promife much, and 
deceive the Reader. 
4nd however it proves to him, yet Lam fure 1 
ye found a high content in the [earch and confe. 
¢ of what is here offer*dto his view and cég. 
+ [wilh him as much tthe perufal of it, and 


ight here take my leave, but will fray a lig, 


ee 


anditell bin, that whereas it isfaid. by many, that 
in fiye-fifhig for 4 Trourshe.dngler muft obferve 
pis wwelve feveral fies for the twelve qoaneths of 
the year 5 fay, he that follows that rule, foall be as 
. fareto catch fi, and beas wife as he that makes 
Hay by the fair dyes ina Almanach, and no {u- 
vers for thofe very. flyes that ufeto appear abou: 
gad on the water ia.one messeth of the year, may the 
— fallowing year come almoft a moutth fooner or later, 
las the fame year proves colder or hotter ; and yet in 
the folloming Difcourfe I have fet.down the tmelye 
—ofyes that ave in reputation with many Anglers, and 
chey miy fecveto give him {ome light concerning 
them. Aad he maynote that there ws wm Walssand 
other ( oxntries; peculiar flyes, proper to the parti- 
cular place or Country ; aad doubtlefs,ualefs a near 
makes a flye to cossterfeit that very flye in that 
place,be 1 like ta lofe his labour or much of 1 > But 
for the gener ality,three or four fies weat and right- 
ly.made,and not tao bt g, ferve for a Trout iz moft 
rivers all theSumuser. And for Winter flic-fithing 
it us as ufefal as an Almanack out of date. And of 
 thefe(becaufe as ve man is bora an artift [ono mia is 
born an angler] thought fit to give thee this notice. 
wien L have told the Reader ,that inthis third 
| Impreffion there are many culargements, gathered 
both by my ows obfervation, and the communicati- 
on 0 Priendeyh hall fray him no longer then tow fh 
him atainy evening to read this following Dif- 
 courfe; and that (if he be an honeft A agler)th2 Batt 
_ wind may never blow wh2n he goesa ratbins.- 
% i ~W. 


” my dear Brother-in-law Mr.1z,Wale 
_ ton, upon his Complete Angler. 


Rafmus in his learned Colloquies 
Has mixt fome toyes, that, by vacieties 
might entice all Readers: for inhim 
Each child may wade, or talleft giant{wim. 
and fuch is this Difcourfe : there’s none fo low, 
Or highly Jearn’d,to whom hence may not flow 
Pleafure and information ; beth which are 
Taught us with fo much arc, that 1 might {wear 
Safely, the choiceft Critick cannot tell, 
ether y our matchlefs judgment moft excell 
Jn Angling or its pratfe: where commendatica 
Fisft charms, then makes an art a recreation. 
“Twas fo to me 3 who faw the chearful spring 
“PiGur'd in every meadow, heard birds fing 
Sonnets in every grove, faw fifhes play 
Inthe cool cry/tat ftveams, like lambs in May: 
And they may play, till Anglers read this book ; 
But after, *cis a wife gb {capes a hak, ; 
rw Fo. Floud, Mr. of Arcs: 


To the Reader of the 
. ioe Complete Angler. 


rft mark the Title well ; my Friend that gave it 
| XD Has made it good ; this book deferves to have it, 
_ For hethar views it with judicious looks, 
_ Shall find it full of art, baits, lines and Looks. 
_ | The world the river is; both youand 1, 

d all mankind are either fh or fry : 

We pretend to reafon, firft or laft 
baits will tempt us, and his hocks hold faft, 


Pleafure or profic, either profe or rhime, 
If nor at firt, will doubrlefs take’s in time. 
Bere firs in fecret bleft Theology, 
“Waited upon bygrave Philofophy, 
Both natural and moral ; Hiftory 
Deck’d and adorn’d with flowers of Portry ; 
The matter and expreflion ftriving which 
Shall moft excell in worth, yet not feenrich : 
There is no danger in his baits, that hook 
4 Will prove the fi afeft, that is fureft took, 
“in Nor are we caught alone, but (which is beft) 
We fhall be wholfom, and be coothfom dreft : 
Dreft robe fed, not tobe fed upon ; 
And danger of afurleit rere is none. 
‘The folid food of ferious Contemplation 
Isfauerd here with fuch harmlefs secreations 
Thatan ingenuous and r:ligious mind 
Cannot inquire for more than it may find 
Ready at once prepar’d, either t’excite 
Ox fatishe a curious*appetite. 
More prailfe is due ; for ’tis both pofitive 
~ And truth, which once was interrogative, 
And utter’d by the Poet then in jeft, 
Et pifcatorem pifcis amare poteft. 


C.H. Mrs of Art 


—_—_— 


To my dear Friend, Mr, Xz, Walton, in 
praife of Angling, which we both love. 


“> Own by thtts fmooth ftreams wandring fide, 
Adorn’d and perfum’d wich che pride 
Ot Flora’s Wardrobe, where the fhirill 
Aerial Quire exprefs their skill, 
Firft in alternate melody, F, 
And thenin Chorus all agree. 


‘ 
sift che charm’d fifh, as extafi’d 
with founds, rohisown throat deny’d, 
ors his dull Element, and fprings 
h’ air, as it his Fins were wings. 
STis here that pleafures {weet and high 
Proftrate ro ourembraces lye. 
ch asto Body, Sou! or Fame 
ate no ficknefs, finor fhame. 
snot fene’d with pricks grow here, 
fting to th’ Hony-bag is.near. 
it (whav’s perhaps their prejudice) 
hey difficulty want and price, 
An obvious Rod, a twift of hayr, 
With hook hid in an infe, are. 
ines of fport, would fie the with 
Oth’ Epicure, and fill his difh. - 
n this clear ftream Let tall a Grub, 
d ftraight take up a Dace or Chub. 
th? mud your worm provokes a Snig, 
hich being faft, if it prove big, 
le Gotham ‘oly will be found 
Diferect, e’re ta’ne fhe muft be drown’d, 
e Tench (Phyfician of the Brook) 
In yon dead hole expeéts your hook, 
hich haying firft your paftime been, 
Ves then for meat or medicine, 
tbuth’e behind thar root doth ftay 
Pike, to catch and be a prey. 
‘trecherous: Quill in this flow ftream 
ayes the hunger of a Bream, 
at that nimbler f od, (no doubt) 
falfe flye cheats a {peckled Trout. 
‘hen you thefe creatures wifely chufe | 
ratile on, which to your ule 
their creation, and when 
om your arts do refcue men, 
lor, delude and circumvent, 
ure and fpoil, is innocent; 


. 


ee ee, eee Cee, eee 


Here by thefe cry ftal fireams you may 
Preferve.z Gonfcienee clear ds they., 
And when by fullen thoughits you find 
Your haraffed, not bufied, mind 
In fable melancholy clad, 
Diftemper'd, ferious , turning fad 
Hence fetch your cure, caft in your bait, 
All anxious thoughts and cares will ftraight 
Fly wich (uch {pced, they] feemto be 
-Poffeft with the Hydrophobie. f 
The waters calmnef$ in your breft, 
And {moothnefs in your brow fhall reft. 
~ Away with fports of chargé and noife; 
Sweeter are cheap and filent joyes. 
Such as Adaons gamic purfiey 
Theic fate oft makes the Tale {eertruc. 
The fick or fullen Hawk to day 
Flyes not; to morrow, quite away. 
Patience and Purfe to Cards and Dice 
Too oft are made a factifice : 
. The Daughters dowre, th’inherirance 
O’th’ fon, deperid on one mad chances 
The harms and mifchiefs which th’abufe 
Of wine doth every day produce, 
Make good the Do@trine of the Turks 
| That in each grape a devil lurks. 
+> And by yon fading faplefs tree, 
2 *Bout which the I'vye twin’d you fee, 
_- His fate’s foretold, who fondly places 
His blifsin womans foft embraces. 
All pleafures, but the Anglers, bring 
I’ch’ tail repentance like a fting. 
: Then on thefe banks let me fic down, 
; Free from the roilfom Sword and Gown, 
; And pity thofe that do affect 
To conquer Nations, andproteft. 
My Reed affords fuch true content, 
Delights fo {weet and innocent, 


As feldom fall unto the lor 


: ers, though they’r jx y gor. 
OF Seept y ” $ i gay Mr. of Arts, 


10 the Readers of my moft ingenuon Friends 
~~ Book, The Complete Angler. 


He thar both knew and writ the Lives of men, 
Such as were Once, bit muft not be agen: 
Witnels hils niatchtefs' Donne indole, by 
Whole ayd hecould cheir fpeculatisiiserys 

Herbar.convers’d with Angels; fuch’ as were’ 

Oo Labbe and Fectly, each a fhining ftar 
Shewing thc way to Bethlem; cach a Saint; 
Compar’d to whom our Zealots now but paint : 

He that’our piousiand learn’d Morleyenew; 

_ And from him fack’diwiz and devotién too s 

Hethat from thefe fuch excellencies ferch’d, 


That He could cell how high and far they réach’d; * 


| Whar learning this, what graces ch*other had 

_ And in what fev’ral drefseach foulwas'chid 

Reader, this HE, this Fifhermzn comes foith, °° 

And in théfe Fiffers weeds would firdind his worthy 
Now his mute Harp is onf'a Willow burig, 

‘With which, when finely touehr, and ficly flrung, 

‘He could friends paffions fer thefe tintés allay ; ; 
Otchain his fellow-dyg/ers fromtheit prey, , 


But now the miifick‘of his penis ftill, 


ein 


And he-fits by abrébk watching a quill : 
Where With’a fixe eye and a ready hand, 


Ly, 


Ae 


eee ee ee see —— ee A. > L, 


And, like the putch, he gladly can agree 
To live at peace now, and have fi{bing free, 5 
April 3.1650. Bdv.Powel, Mr.of Arts, 
Se ee ee a ae Cae 


5 


Tom dear Brother, Mr. 12. Walton, | 
on bis Complete Angler. 

His Book is fo like you, and you like it, 

For harmlefs Mirth, Expreflion, Art and Wits 
That I proreftin enuoufly ’tis ttuc, y 
I love this Mirth, Art, Wit, the Book and You, , ; 

Rob. Floud, C. 


 Chariffimo amiciffimog; Fratri, Domino Taaco waltony 
Artis Pifcacoriz peritiffimo, 


UNicus oft. Medicus veliquorum pifcits iftis 
Fas quibus elt med icum tangeres certa falus. 
Hic typus eft Salvatoris mir andus Te [iy 
b Litera myfterium qualibet bujss habet. 3 cyt: 
Hunc cupio,bunc capias (bone frater Arundinis) ixduy 5, 
q Solveret bic pro me debita, teq, Deo. 
Pijfcis is eft, & pifcator , (mi hi credito) qualem 
Vel pifcatorem pi (cis amare welt: 


Mat. 17.27. the btybu¢ Pifcs... 
2 saa of the I "Inote fefus. 
Piste x, Kets Chriftus, 


3 @st Det. 
v ‘vide Filins. 
f 6 calle Salvator. 
He’ Henry Bagley, Artinm Magifter. 1 


i Be Tester ee: 


— be I 
(SUNSTONE) 
) THE 

COMPLETE ANGLER, 
OR, 


_ The Contemplative Man’s 


Recreation. | 


7 Cuap. I. 
A Conference betwixt anAngler,4 Falkner, 
and a Hunter , each commending 
his Recreation, 


$ SiWaro te * ; 


VENATOR. 
cAucErs, 


a) Ou are well overtaken, 
MANE Gentlemen,a good mor- 
Copa ning to you both; I have 
Rt Wem ftretched my legs up 
: Tottenham-hil to over- 
il ——— take you, hoping your 

inefs may occafion you towards Ware this 
fsih Addy morning. 


Vonnt. 


ae The Compitre Angier. — 

Venat. Six, 1 for my part fhall almoft' an- | 
- fwer your hopes, for my purpofe is to drink 
my mornings draught at the Thatcht Houfe in 

- Hlodfden, and think not to reft till I come thi- | 
ther, where I have appointed a friend or two 
0 meet mé : but for this Gentleman that you | 
fee with me, I know not how far he intends his — 
journey; he came fo lately into my company, 
that I haye fearce had time to ask him the 
queftion. 
Anceps. Sir;1 fhall by yout fayour bear you 
_ company. as far.as Thebalds, and there leave you, 
for then I turn up to a friends houfe who 
ie a Hawk for me, whichI now long to 
ee. ee ; mA. | 
© Penats Six, we ate all fo happy asto havea 
fine, frefh, mis eas et I hope we fhall 
each be the happier in the others company. 
- AndGentlemen, that may not lofe yours, ! 
~ fhall either abate or amend my pace to enjoy 

"it 5 knowing that (as the Italians fay) Good 

_._ compaty makes the way to feem the fhorter. 

_ padnceps, It may do fo Sir; with the help of 

good difcourfe; which methinks we may pre- 

| mife from you that both look -and foeak fo 
cheerfully : and for my part! promife you, # 

aninvitation to it, that will be.as free and o 

pen hearted, ds diferetion will allow me to bi 

 -with ftrangets. , siest oken 

re Vens And Sir, 1 promife the hikes”. cae, j 
as oe AN s i yi 


andi 
‘yat on a boldneffe to ask you Sir, Whether bu- 


. Fhe COmplere ANGTe 3» 
pife. Lamright glad to hear your anfwers,. _ 
n confidence you {peak the truth, I fhall, 


| Fnefie or pleafure caufed youto be fo carly up,. 


~ and walk 10 faft, for this other Gentleman hath 


declared he is going to fee a Hawk,that a friend 


mewes for him. . 
Ven. Sic mine is a mixture of both, a little 
pufinefle and more pleafure, forl intend this 


day to daall my bufineffe,and then beftow ano- - 


ther day or two in hunting the Over, which a 


- friend that I go to meet, tells me,is miuch plea 


faiter then any other chafe whatfoever ; how- 
_ foeyer I mean to try it 5 for to morrow mor:. 


ning we fhall meet a pack of Otter dogs of xo- 4 
; ile Myr. Sadlers upon Amywell hill, who will © 


ro 


be there fo early, that they intend to prevent _ 


the Sun-rifing. 


‘ 


fires, and my purpofe is to beftow aday or 
vo in helping to deftroy fome of thofe villan- 
ols vermin; for 1 hate them perfe@ly; becaufe 
he} Flove filnfo well, or rather, becaude they 
deftroy: fo much ; indeed {fo much, that inmy 
idgment all men that keep Oster-dogs ought to 
¢ penfions from the King to incourage them 
deftroy the very breed of thofe bate Oners, 
omuch mifchief, 36 fe" 
But what fay youto the Foxes of the 
would not youas willingly have them 


+ Pifc. Sir, my fortuiic las anfwered my de?) 


Ba des 


; The Complete Angler, P 
deftroyed ? for doubtleffe they do as much mif- 
chiefe as Otters do. ‘ 

Pifc. Oh Sir if they do, it is not fo much to 
me and my Fraternity as thofe bafe Vermine 
theOtters do. E 

Anc. Why Sir,1 pray, of what Fraternity ' 

‘are you, that you are fo angry with the poor — 
Otters ? 

Pifc. Lam (Sir) abrother of the Aigle, and 
therefore an Enemy tothe Otter: for youare 
to note, that we Anglers all love one another, . 
and therefore do I hate the Otter both for my 
own and for their fakes who are of my brother.’ 
hood. : : 

Ven, AndI ama lover of Hounds, I have fol. 

- lowed many a pack of dogs many a mile, and 
heard many merry men ake {port and {coff at 
Anglers. 

‘Axnc. Andi profefle my felfa Falkner, and 
have heard many grave ferious men pity them, 
*tis fuch a heavy, contemptible, dull recrea- 
tion. 

Pife. You know Gentlemen , *tis an eafie 

’ thing to f{coffatany Art or Recreation ; a little 
wit mixt with ill nature, confidence and malice 
will doit ; but though they often venture oe 


ly,yet they are often caught even in their owne 
trap, according to that of Lucjans the father 0 
the family of Scofferss. ‘ 


Luciar 


*> 


al — The Complete Angler. 5 
Lucian well skill’ in [coffing, this hath writ, 
Friend, that’s your folly which yor think your wit : 
This you vent oft, void both of wit and fear, 
Meaning another, when your Self youjecre. 


If to this you add what Solomon fayes of - 
Scoffers;That they are an abomination to man- 
jund, Let him that thinks fit be a Scoffer ftill, 
[account them enemiesto me, andto all thar 
“Jove vertwe and Angling. 
_ And for you that have heard many graye fe- 
rious men pity Anglers ; let metell you Sir, 
there be many men that are by others taken to 
beferious grave men, which we contemn and 
ity. Men that aretaken tobe grave,becaufe 
Naturehath made them ofa fowre complexion, 
_money-getting-men, men that {pend all their 
time firft in getting, and next in anxious care 
tokeep it ; men that are condemned to be rich, 
and then always bufic or difcontented: for thefe 
oor-rich-men, we Anglers pity them perfect- 
y, and ftand in no need to borrow their 
ights to think our felyes happy. No, no, 
enjoy a contentedneffe above the reach 
h difpofitions, and as the learned and in- 
nous * ALountagne {ayes like him-_ = pq spon for 
of eely, {<W en my CatrandI Ra. Sebend. 
ertain each other with mutual apifh tricks _ 
splaying witha garter) who knowes but ~ 
* that 58 


clea Segue Vehe Wes (al oe AD ek 
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« chat I make my Cat more {port then fhe makes | 
< me >? fhall Iconclude her to be fimple, thar ’ 
‘has her time to begin or refufle {portivenefle as 
“ freely as I my felf have ? Nay, who knowes 
“but that it isa defe& of my not underftanding | 
» © her language(for doubtleffe Cats talk and rea- 
- € fon with one another)that we agree no better ; 
¢ and who knows but that the pitties me for be- 
‘ing no wifer, and laughs aa cenfures my fol. 
«jie for making {port for her when we play to- 
€ gether. 
Thus freely fpeaks «Aountagne concerning 
Cats, andl hope I may takeas great a liberty 
to blame any man,and laugh at him too let him) 
be never fo ferious, that hath not heard what, 
Anglers can fay in the juttification of their Art 
and Recreation, which Imay again tell you is 
+ fo-full of pleafure, that we need not borrow 
their thoughts to think our felyes happy. 
Ven, Sir, you have almoft amazed me, for 
though I am na {coffer,yet have(I pray let me 
- fpeakit without offence) alwayes looked ‘up- 
on Anglers as more patient and more fample 
meh, then I fear I fhall find youto be. 
Pife. Sir, hope you will not judge my eat- 
© neftnefs to be impatience : and for my fimplici- 
ty if by that yon mean ia harmlefnefs, or that 
fimplicity which was ufually found in thg pri 
mitive Chriftians, who were (as moft Anglers 
axe) quiet men, and followers of peace; mel 
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were fo fimply-wife, snot to fel their 
Conlciences to buy riches, and with them ve- 
ation and a fear to dye. If you mean fuch fim- 
‘ple menas lived in thofe times when there were 
fewer Lawyers s when men might have hada 
ordihip fafely conveyed to them in a piece of © 
“Parchment no bigger than your hand, (though 
eral fheets will not do ittafely inthis witer 
age) 1 fay, Sir, if you take us Anglers to be 
fach fimple menasI have {poke of, then. my 
felfand thofe of my Profeffion will be glad to 
be fo underftood: But if by fimplicity you 
“meant to exprefs a general defeck in thofe that 
profefs and practile the excellent art of Ang- 
ng, Lhope in time to difabufe yoann 
eccontrary appear fo evidently, that if you 
wil buvhave patience to hear me;I fhall remove 
allthe Anticipations that difcourfe, or time, or 
judice have poflefs'd you with, againft that 
laudable andancient art 3 for Lknow:itis wor- 
thy the knowledge and prattice ofa wife man, - 
But (Gentlemen) though I be able to do this, 
[am not fo unmannetly as to ingrofsall the dif- 
courfe to my felfs and therefore you two ha- 
_ ying declared your felves, the one to be alover 
of Hawks, the other of Hounds, I fhall be moft 
lad to hear what you can fay inthe commen- 
tion of that Recreation which you love and 
actife ; and having heard what you can fays 
hall be glad to exercife your attention with — 
B4 what | 
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what I can 7 concerning my own Recreati- 
on, and by this means we hall make the way | 
- to feem the fhorter: andif you like my moti- | 
on, I would haye Mr. Falkuer to begin. 
_ Aue. Your motion is confented to with all _ 
my heart, and to teftifie itI will begin as you | 
have defired me. i 
And firft, for the Element that I ufeto trade | 
in, which is the 4ir, an Element of more worth 
than weight, an Element that doubtlefs excgeds 
both the Earth and Water ; for though I fome- 
times deal in both, yet the air is siafl roperly 
mine, Iand my Hawks ufe that moft, and it 
yields us moft recreation ; it {tops not the high 
foaring of my noble generous Falcon, init fhe | 
afoends to fuch an height, as the dulleyesof | 
‘beafts and fifh are not ableto reach to; their | 
‘bodies are too grofs for fuch high elevations : 
inthe air my troops of Hawks foar up on high, 
and when they are loft in the fight of men,then 
they attend upon and converfe with the gods, 
therefore I think my Eagle is fo juftly ftyled, 
foves faithful fervant in Qrdinary : and that very 
Falcon, that lam noi to fee, deferves no 
meaner a title, for fhe ufually in her flight en- 
dangers her felf, (like thefon of Dedalus) to 
have her wings {corch’d by the Suns heat, but 
her mettle makes her carelefs of danger, for fhe 
then heeds nothing, but makes her nimble Pi- 
unions cut the fluid air, and fo makes her high 
way 


an 
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ay over the peas mountains and deepeftri- 


_ yets, and in her glorious carete looks with con- 
*semptupon thofe high Steeples and magnifi- 
cent Palaces which we adore and wonder at 5 
from which height1 can make her to defcend 
aword from my mouth (which the both 
knows and obeyes) to accept of meat from my . 
hand, to own me for her mafter, to go home 
‘with me, and be willing the next day to afford. - 
_methe like recreation. 2 
_ And more, this Element of air which I pro- 
fefS to tradein, the worth of itis fuch, and it 
isoffuch neceffity, thatno creature whatfoe- 
ver, not onely thofe numerous creatures that 
- feed on the face ofthe earth, but thofe various 
creatures that have their dwelling within the. _ 
_ waters, every creature thathath lifeinits No- . 
- ftrils ftands in need ofmy Element. ‘The wa- 
 tets cannot preferve the fith withoutair, wit- 
- nefs. the not-breaking of Ice in an extreme 
_ Froft; the reafon is, for that if the infpiring 
and expiring Organ of any animal be ftopt, it 
fuddenly yields to Nature,and dies. Thus ne- 
Es ary is airto the exiftence both of fifb and 
$, Nay, even toman himfelf; that air or 
ath of life with which God at firft infpired 
ind, he, if he wants it, dies prefently, be- 
s afad obje& to all that loved and be- 
him, andinaninftant turns to purefa@i. 


Nay 
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_ Nay more, the very birds of the air, (thofe 
‘that be not Hawks) are both fo many and fo 
-ufeful and pleafant to mankind, thati muft nor 
let them pafs. without fome obfervations ; 

They both feed and refrefh him ; feed him with 
their choice bodies, and refreth him with their | 
heavenly voices. I will not undertaketo men. 

tion the feveral kinds of Fowle by which this is 

done; andhis curious palate pleafed by day, 

and which with their very excrements afford’ 
him a {oft lodging at night. Thefe I will pafs 

by, but not thofe little nimble Muficians of 

the air, that warble forth their curious Ditties, 

with which ‘Nature hath furnifhed them to the 

fhame of Art. 

© As firft the Lark, when fhe means to rejoyce, 

‘to cheer her felfand thofe that hear her, fhe then 
quits the earth, and fings as fhe afcends higher 

’ nto the air, and having ended her heavenly 

-imploiment, grows then mute and fad to think | 

-- fhe muft defcend tothe dull earth, which the 
would not touch but for neceflity. : 
How doth the Black-birdand Thraffel with | 

_ their melodious voices bid welcome to the| 
cheerful Spring , and in their fixed Moneths 

warble forth fuch ditties as no art or inftru- 

~ © ment can reach to? 

es Nay; the fmaller birds alfo dothe like in 

4, their ‘particular feafons, as namely the Leve- 

a. 


| rack, the Tit-lark, the little Liane, and the ho- 


wf Stig ed, 


nef 
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Robin, that loyes man-kind both alive and 


© But the Nightingale (another of my Airy 
‘Creatures,) breaths fuch fweet lowd mufick 
out of her little inftrumentall throat, that it - 
might make mankind to think Miracles are not ~ 
ceated. Hethatat midnight, (when the very — 
YJaborer fleeps fecurely ) fhould hear (as Ihave 
very often) the clear aires, the fweet defcants, 

* ghe naturall rifing and falling, the doubling and 

~ gedoubling of her voice might well be lifted a- 
‘pove earth, and fay, Lord, what Mufick haft 
‘thou provided for the Saints in Heaven, 
‘when thou affordeft men fuch mufick on 
earth ! 
And this makes me the leffe to wonder at the 
“many Aviaries in Italy, or atthe great charge 
‘of Varro his -Aviarie, the ruines of which are 

yettobefeen in Rome, and is ftill fo famous 
“there, that it is reckoned for one of thofe No- 
tables which men of forrain nations either re- 

; | a or lay up in their memories when they re: _ 
“turn from travell. j 

* This for the birds of pleafure, of which very 

much more might be faid. My next fhall be 

Birds of Politicall ufe; I think "tis not to be 

lonbted that Swallowes haye been taught to _ 

tarry Letters betwixt two Armies. But *tis — 

certain that when the Turks befieged AZalta or — 
odes (Inow remember not which “twas) Pi. 
Be geons 
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geons are then related to carry and recarry Let. 
ters. And Mr. G. Sandis inhis Travells (fol, 
269.) relates it to be done betwixt Aleppo and 
Babylon. Butif that be disbelieved, tis nat to 
bedoubted that the Dove was fent by Noah, 
to give him notice of Land, when to him all 
appeared to be Sea, and the Dove proved a 
faithfull meflenger. And for the Sacrifices of | 
_ the Law,a pair of Turtle Daves or young Pigeons 


were as well accepted.ascoftly Bulls and Rams, | 


And when God would feed the Prophet Ehjah, 
(x King. 17.)after a kind of miraculous manner 
_ heedidit by Ravens, who brought him meat 
_ ‘morning andevening. Laftly,the Holy Ghoft 
~ when he defcended vifibly upon our Saviour, 


did it by affuming the fhapeofa Dove. And | 
to conclude this part of my Difcourfe, a re- | 


member thefe wonders were done by birds cf 
the aire, the Element in which they andI take 
~ fomuch pleafure. 

There is alfo a little contemptible winged 


Creature (an Inhabitant.of my Aerial Element) — 


namely the laborious Bee, of whofe Prudence, 


Policy and regular Government of their own | 
Commonwealth I mightfay much, as alfo. of 
their feveral kindsjand. how ufefull their honey — 


and wax is both for meat and Medicines to. 


mankind; but I willleaye them to their fweet — 
Tabor, without the leaft difturbance, believing ; 
them to be all very bufie amongft the herbs and 


flowers 
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rs that we fee nature puts forth this May 

morning. 

' And now to return to my hawks from 

whom I haye made too long a Digreffion ; yor 
are to note, that they are ufually diftinguifhed 

» jnto two kinds ; namely the long-winged and 
the fhort-winged Hawk : of the firft kind, 
there be chiefly in ufe amongft us in this Na- 


tion, 
The Gerfalcon and ferkin, 
_ The Falcon and Taffel-gentel, 
_ The Laner and Laneret. Uist 
_ The Bockerel and Bockeret, 
| The Saker and Sacaret. : 
- TheeMarlinand ack, Marlin. 
_ The Hoby and Pack. 
_ There is the Stelletto of Spain. 
_ The Blond red Rook from Turky. 
_ The Waskite from Virginia, + 
And there is of {aort win ged Hawks, 
The Eagle and Iron. 
_ The Gofhawk and Tarcel. 
The Sparhawk and Musket. 
. The French Pye of two forts. 
_Thefe are reckoned Hawks of. note 
worth, but we have alfo ofan inferiour — 


Stanyel, the Ringtail. 
“The Raven, the Buzzard. sles 
The forked Kite, the bald Bayzard, 
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The Hen-driver, and others that I forbear to 
name. » : 
Gentlemen, If I fhould inlarge my Difcourfe 
to the obfervation of the Eires, the Brancher, | 
the Ramifb-Hawk, the Haggard, and the two | 
forts of Lentners, arid then treat of their feverall | 
Ayries, theit Mewings, rare order of cafting, | 
and the renovation of their’ Feathers, their re- 
claiming, dyeting, and thes come to their rare 
ftories of practice ; I fay, if I fhould enter into | 
thefe,and many other obfervations that I could | 
make, it would be much, very much pleafure to 
me: butleft I fhould break the rules of Civili- | 
ty with you, by taking up more then the pro- 
ottion of time allotted to me, I will here — 
Beek off, and intreat you Mr. Venator, to fay | 


‘what you are able in the commendation of 
‘Hunting, to which you are fo much affeéted, 
 andif time wil ferve, 1 will beg your favor 
for a further enlargment of fome of thofe feve- 
> talheads of which I have fpokert. Butno more 
ae at pre ent. : 
 Penat. Well Sir,and I will now take my turn, 
and will firft begin with a commendation of : 
the earth, as you have done moft excellently of 
the Air, the Earth being that Element upon 
which I drive my pleafanc wholefome hungry 
trade. The Earth isa folid; fettled Element ; 
an Element moft univerfally beneficial both to 
a man and beaft ; to men who have their féverall 
Lp Re- 


oR 
~via 
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ations upon it, as Horfe-races, Hunting, 
cet {mells, pleafant walks. The earth feeds 
man, andall thofe feveral beafts that both feed 
himand afford him recreation: What pleafure 
doth man take in hunting the ftately Stag, the 
generous Back, the Wild Boar, the cunning Or . 
ti , the crafty Fox, and the fearful Hare? And 
ifI may defcend toa lower game, what plea. 
’ fare is it {ometimes with Gins to betray the ye- 
ry vermine of the earth ? as namely the Fichap, 
bo Fulimart, the Feret, the Pole-cat, the ALould- 
warps and the like creatures that live upaig ‘the 
ace, and within the bowels:of the earth, How 
doth the earth bring forth herbs , flowers and 
finits, both for phyfick_and the pleafure of man- 
kind? and above all, to meat leaft, the fruitful 
Vine, of which when I drink moderately ; i¢ 
ws my brain, chears my heart, and fharpens 
wit. How could Cleopatra haye feaited - 
Mark, Antony with eight Wild Boars roafted 
ole at one Supper, and other meat futable, if 
earth had not Beck a bountiful mother ? But 
to pafs by the mighty Elephant,which the earth 
sand nourifheth, and defcend to the leaft 
atures, how doth the earth afford us a dou 
xample in the little Pifmire, who in the 
t provides and layes up herWinter-pros 
1,and teaches man to do the like? the earth ve 
d carries thofe horfes that carry us. If 
ould be prodigal of my time and your patie 
; ence,- 4 
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ence, what might not I fay in commendatiog, 
of the earth? That puts limits to the proud ang 
raging Sea, and by that means preferves bot} 
man and beaft that it deftroyes them notjas wy 
_ fee ix dailydoth thofe that venture upon the fea, 
and are there fhipwreckt, drowned, and left tg 
feed Haddocks; when we that are fo wife as to_ 
_ keep our felves on earth,walk ,and talk and live, 
and eat, anddyink,, and go a hunting : of which 
~ recreation Iwill fay a little, and then leave Mr, 
Pifcator to the commendation of Angling, | 
Haunting isa game for Princes and troble per. 
fons ; it hath been highly prized in all Ages ; 
_ itwas one of the qualifications that Xenophon 
beftowed on his Cyrus, that he was a Hunter of 
wild beafts, Hunting trains up the younger| 
Nobility to the ufe of manly exercifes in their| 
 giper age. What more manly exercife than han. 
ting the wild Bore, the Stag, the Back, the Fox or 
the Hare ? How doth it preférve health, and in- 
— ereafe ftrength and activity ? 

And for the Dogs that we ufe who can com- 
mend their excellency to that-height which! 
they deferve> How perfect is the Hound at} 
fmelbings who never leaves nor forfakes his fent, 
but follows it thorow fo many changes and ya- 
tieties of other fents, even over and inthe wa-| 
ter, and into the earth ? What mufique doth a 

ackof Dogs then make to any man, whofe! 
fears andears are fo happy as to be fet to the 
ni \ tune 


x 
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e of fuch inftraments ? How will a right 
Greyhound fix hiseyeon the beft Back in a herd, 
fingle him out and follow him, and him onely 
through a whole herd of Rafcal game, and ftill 
know and kill him? For my Hounds I know 
thelanguage of them, and they know the lan. 
ott ae meaning of one another as perfeétly 


as we know the voices of thofe with whom we, — 


difcourfe daily: 
. {might enlarge my felf in the commendati- 
on of hauting, and of the noble hound efpecial- 
ly, asalfo of the dociblenefs of dogs in. general ; 
and I might make many obfervations of Land. 
creatures, that for compofition, order, figure. 
and conftitution, approch neereft to the com: 
pletenefs and underftanding ofman ; efpecially . 
of thofe creatures which AZo/es in the Law per- 
“mitted te the Jews, (which have cloven Hoofs 
and chew the Cud) which I thall: forbear to 


fname, becaufe I will not be fo uncivil with 


Mr. Pifcator, as not to allow hima time for 
the commendation of Angling, which he calls _ 
an Art; but doubtlefs ’tis an eafie one: and Mr. 

duc ss I doubt we flall hear a watry dif. . 
fe of it, but T hope "twill not bea, long — 


. And I hope fo.too; though I feare 


Gentlemen, let not prejudice prepof= 
« I confeffe my difcourfe is like to 
; i prove — 
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rove futable to my Recreation, calms and quiets ~ 
we feldome take the name of God into our — 
ynouths, but itis either to praife him or pray to _ 
him; ifothers.nfeit vainly in the midft of their — 
recreations, fo vainly asifthey meant to con. _ 
jare, I mufttell youit is neither our fault nor > 
our cuftom; we, we proteft againft it. “Bur, 
| pray remember I accufe nobody, 5 for as I 

would not make a watry difcourfe, fol would | 
not putioeo much vinegar into it, nor would I 
raife the teputation of my own Art by the di-| 
minution-or ruine of anothers. And fo much 
for the Prologue to whatI meantofay. 

» And now Fe the Water, the Element that] 
trade in. ‘The water is the eldeft daughter of the 
Creation, the Element npon which the Spirit of] 
God did firft move; the Element which God 
comiranded to bring forth living creatures a-/ 


_- bundantly 5 and without which thofe that! in- 


habit the Land, even all creatures that. have 
breath in their noftrils muft fuddenly return to 
putrefaction. AZofes the great Law-giver and| 
chief Philofopher, skilled in all the learning of 
the Egyptians, who was called the friend of! 
God, and knew the mind of the Almighty, 
names this element the firft in the Creation; 
- this is the element apon which the: Spirit of 
God did firft move, andis the chief Ingredient 
. in the Creation: Many. Philofophers have 
 madeit to.comprehend all the other- Blemen's 
ey sss ee" © but 


% Bae 


ng creatures. 


dies are made of water, and may be reduced 


demonfirate it thus:: 

| Take a Willow, (or any like{peedy growing 
-plan€) newly rooted in a boxor barrel full of 
earth, weigh themvall together exa@ly, when 
the tree begins to grow;. andithen.weighall.to- 
gether after the tree is. increafed from its firft 
rooting. toi weigh an hundred pound’ weight 
than when it was firft rooted and weigh- 
; and you fhall find this. augment of the tree 


|not to be from any otherElement. And they 
they can reduce this wood back again ta 


any animalox vegerable. And this I take 
fair teftimony of the excellency. of my 
tofwater, _ sity ens 
ae Water is more productive. than the 
4h, Nay,the earth hath no fruitfulnefs with- 
wers or dews 3. allithe Lerbss and flomers, 
are produced andithrive by'the water 5 
ery Minerals are fed by {treams that 
ground, whofenatural courfe carries 
to.the tops of many high mountains, as 
ne ee, ‘ 


here be that profefs to believe. thatall.bo- 


pack again to water onely : they endeavour to 
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oft allow it the chiefeft inthe mixtionof | 


¢; and they affirm alfothe fame.may be _ 


we 
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we fee by feveral {prings breaking forth on the 
tops of the higheft hills, andis alfo witnefled 
by the daily tryal and teftimony of feveral Mi. 
ners. / 
‘Nay; the increafé of thofe creatures that are 
bred and fed in the water, are not onely more | 
and more miraculous, but more advantagious | 
to man, not onely for the lengthning ef his life, | 
but for the preventing of ficknefs 5 fortis ob. | 
-ferved by the moft learned Phyficians, that the| 
caftine off of Lent and other Fifn-dayes ,| 
‘ewhich hath not onely given the Lie to: fo ma.) 
ny learned, pious, wife Founders of Colledges, 
for which we fhould be afhamed ) hath doubt.) 
lefs been the chief caufe of thofe many putride, 
‘fhaking, intermitting Agues, unto which this 
Nation of ours is now more fubjeG& than Rok 
_ -wifer Countries that feed on Herbs, Sallets| 
and plenty of Fifh ; of which itis obferved in, 
Story, that the ereateft part ofthe world now 
do. And itmay be fit to remember that AZo/es, 
(Lev.11.9. Dewt.14.9.) appointed fifh to be| 
the chief diet for the beft Common-wealth that 
ever yet was. Cat ate | 
“Andit is obfervable not onely that there atc 
fifo, (asnamely the Whale) threetimes as big 
as the mighty Elephant, that is fo fierce 1 
dattel; but that the mightieft Feafts have beet 
of Fifth. The Romans in the height of their glo 
ry haye made fith the miftrefs ofall their entet 
i nn _tainments! 
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eit Sturgeon, Lampreyes and Mullet, which 
would purchafe at rates rather to be won- 
at than believed. He that thall yiew the 
ritings of Adacrobius or Varro, may be con- 
med and informed of this, and of the incre- 
dible value of their fith and fith-ponds. 

_ But, Gentlemen, Ihave almoft loft my felf, 
“which I confefsI may eafily do in this Philofo. 


lately (and I hope happily ) in a conference 
witha moft learned Phyfician, adear friend, 

that loves both me and my artof Angling. But 
however I will wade no deeper in thefe myfte. 
arguments, but pafs to fuch Obfervations 

sfcan manage with more pleafure, and leffe 

"feat of running into error. But Imuft not yet 

-fotfake the Waters, by whofe help we haye fo 

‘known advantages, hon acae 

nd firft, (to paffe by the miraculous cures 


rour daily Traffique, without which we 
not now fubfitt 2° How does it not onely 
us with food and phy fick for the bodies, 
h fuch obfervations for the mind asin- 
Us perfons would not want? 


we, of the ALonuments, Urns and Rarities 


remain inand near unto old and new 
Oo many as it is faid will take up a years 


rine 


ments ; they haye had Mufiqne to ufher in 


ical Difcourfe; Imet with moft ofit yery 


known Baths ) how advantagiousis the 


ee Fee eee 
Se ee ee 


yh 8 time 


w ignorant had: we been of the beauty of : : 
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atime'to view, and afford to each'but 4 conveni. ” 
‘enteonfideration) and therefore it is not to - 
be wondred at, “that fo learned and devout a 
Father as St. Ferome, after his with to have feen 
 -Chriftinthe flefh, and to have heard St. Pas! 
 aypeaichy makes his third with to have feen Rovne| 
inher glory 5iand that beauty is notyetall loft, 
for what'pleafure is itto,fee the Monuments of 
-Bivy, the choicelt of Hiftorians 5 of Tully, the 
belt of Orators 5 and toftethe Bay-trees tha 
now grow out of the very Tomb of Virgil | 
‘Thefe to any that love learning. But wha 
Jeafureis it toadevour Chriftian to fee there 
. the humble houfe in which Saint Pad was con. 
_ gent'to dwell; and to view the man tich: Sta. 
dues thatae there made in:honouro his memo. 
ty? nay, to fee the very place:in which Saint 
Peter and he lie buried together ? Thefe are in 
and neat to ‘Rome. And how much more doth 
it pleafe the pious curioficy of a Chriftiah to fee 
¢hatplace on which the bleffed Saviour of the 


world was pleafed to: humble him(elf, and td 
‘take our nature upon him, and to converfe with 
men; tofee Mount Sion; Pern{alem, and the ve 
| ry Sepulchre of our Jefus? How may it bege 
and heighten the gealiofa’ Chriftian to fee tht 

Devotions thatare daily paidto himat ‘thi 
oe > Gentlemen; left isbxtyes my felfl will 


Be 


op here, and remember you, that butifor mf 
Element of water the Inhabitants of this. por 
aaa ean a flan 


“qfland muft remaine ignorant that {uch things 
shave yet a being. Ear ; 
. Gentlemen,1 might both inlarge and lofe my 
{elf infuch like Arguments ; I might tell you 
_ ghat Almighty God is faid to have {pokento a 
‘Pif; butnever toa Beaft ; that he hath made a 


-fafe on the appointed hore. Of thefe I might 
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wWhalea Ship tocarry and fet his Prophet fonab : 


peake, but I muft in manners break off, 


[cater I now part with you full of good, 
s, notonly of your felf, but your Re- 
ion.’ And fo gentlemen, God keep you 


want time nor my attention to hear you: 
atge your Difcourfe concerning Hunt- 


nat. Not1Sir,; Iremember youdaid that 
ing it {elf was of great Antiquity, and a 
& Art, and an Art not eafily attained to ; 
ou have fo won upon me in your former. 
fe, that J am very defirous ‘to hear what! 
can fay further concerning thofe. parti-: 

Ui eth Roe Pife, 


@ Well, now Mr, Venator you fhall neil 


Me 
i : 
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 Pifc Sit, 1 did fay {o,and I doubt not but ifyou 
andI did converfe together but a few houres,ta © 
leave you poffeft with the fame high and happy | 
thoughts that now poffefs me of it 5 not only of 
the Antiquity of Angling, but thatit deferves 
eommendations,and that it is an Art,and an Art 
‘worthy the knowledg & practife of a wife man, | 
| Venat Pray Sir {peak of them what you think | 
fit, for we have yet five miles to the Thatch | 
Honfe, during which walk I dare promife you | 
my patience and deligent attention fhall not be’? 
wanting. _Andif you fhall make that to appear | 
_ which you have undertaken, firft,that itis anArt, | 
and an Art worth the learning, I fhall beg that | 
I may attend you aday or tway a fifhing, and_ 
_ that I may become your Scholer, & be inftruct- 
edin theArtit felf which you fo much magnifie, 
Pifcat, O Sir, doubt not but that Angling is 
an Art,andan Art worth your learning : the | 
 Queftion is rather whether yoube capable of 
learning it ? for Angling is fomewhat like Poe- 
wy, men are tobe born fo: I mean with incli- 
nations to it, though both may beheightned by 
practice and experience 5 but he that hopes ta 
be a good Angler muft not only bring an in- 
quiring, fearching, obferving wit, but he muft 
bring a large meafure of hope and: patience; 
and a loye and propenfity to the Artitfelf ; 
_. but having once got and practis'd it,then doubt 
not but Angling will prove to be fo een 
cy ae ee Ree I Gk that 
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r will prove like Vertne,areward to itfelf 
Venat. Six, lam now become fo full of expe 
sion that I long much to have you proceed, 
|in the order that you propote. 
Pifc. Then firft, for the antiquity of Angling, 
which I fhall not fay much, but only this ; 
Some fay itisas ancient as Descahons Flood : 
thers, that Belws, who was the firftInventer of 
godly and vertuous recreations, was the fir 
inyenter of Angling: & fome others fay (for for- 
t times have had their difquifitions about the- 
tiquity of it) that Seth, one of thefons of 4. 
ptaught it to his fons, & that by them it was. 
ived to pofteritie:others fay that he left it in 
ven on thofe pillars which he ereéted, and 
fted to preferve the knowledg:of the Adathe. 
ths, Adufick, and the reft of that precious. 
wlede, 8 thofe ufefull Arts,which by Gods , 
ointment or allowance and his noble indu- 
' were thereby preferyed from perifhing 
Voahs flood. ye 
hefe Sir, have been the opinions of feverall 
that have poflibly endeavoured to make 
jg more ancient then is needfull, or ma 
e warranted; but for my part, I fhall con- 
y felf in telling you thatAngling is much 
ancient then the Incarnation of our Savi- 
3 for in the Prophet 4mzos mention is made 
ife-hooks 3 and in the Book of fob (which 
Jong before the days of 4mos,for that book 
as Is: 


Py 
‘ 


Wy 
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Gs faid tobe writ by AZofes) mention is made 
_alfoof fith-hooks,which muft imply Anglers in : 
_. thofe times. 7 
But my worthy friend, as I would rathey | 
prove my felfa Gentleman by being learned, and. 
bumble, valliants and inoffenfive, vertwons and com. 
-municable, then by any fond oftentation of ri, 
ches, or wanting thefe vertues my felf, boaft} 
© ‘thatthefe were in my Anceftors(and yet I grant} 
that where a noble and ancient defcent an fuch} 
«merits meetin any man, it isa double dignif. | 
gation of that perfon:) So if this Antiquity of 
—-ngling, (which for my part I have not forced,) 
fall ike ananciant family, beeither an honour 
gran ornament to. this vertuous ‘Art which | 
profefs to love ‘and practice, I fhall be the glad. 
- derthatI made an accidentall mention of the 
antiquitie of itsof which I thall fay-‘no more but 
proceed to that juft commendations which | 
_ think irdeferves. 
. And for that I fhall tell you, that in ancient 
| times a debate hath rifen, (and itremaines yet 
-gnrefolyed) Whether the happineffe of man in 
this world doth confift more in C ontemplation ot 
| abhion. phBy if ats 
\ Concerning which fome have endeavoured | 
 tomaintain their opinion of ithe firft, by fay- 
ng, Thar the nearer we Mortals come to'God by way 
ef sewitation, the move happy weare. And they 
; fay, That God enjoys bimfipony bya —* 
Neale ane 0 


Ny, 


Oi amie 


are 
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wh infinstenel[e, Eternity, Power and Goodnef, 
he like. And upon this ground many — 
oyfteral men of great learning and devotion ' 
prefer Contemplation betoreattion. And many 
fthe Fathers feem to approve this Opinion, as 
‘may appear in their Commentaries upon the 
words oS our Saviour to Martha, Luke ro, 415 


ndon the contrary, there wantnotmen of 
ualauthority and credit, that prefer aéhion to 


fons 5 and they fay alfo, That, attion is Do- 

al, and teaches both artand vertue, and oy a 
winer of humane fociety; and for thefe and 
like reafons to be preferred before con 
mplation. a ei 
_Cencerning which two Opinions I hall for. 

0 addea third by declaring my own, and 
y felf contented in rerias, you, (my ve. 
yorthy friend) that both thefe meet tog 

‘, and do moft properly belong to the mo: 
hy ingenucw, gmet, and barmeleffe art of Ange 


ind Art, Ifhall tell you what fome haye 

ed, (and Dhavefoundto be arealtruth) 

the very fitting by the Rivers fideis not 
Bead: _ onely 
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-onely the quieteft. and fitteft place for contem, 


lation, but will invite an Angler to it: anq 


- this feems to be maintained by the learned Pe, 


du Moline, who (in his Difcourfe ot the Fulti], 


- «ling of Prophecies) obferves, that when.Goq 


ee 


» intended to reveal any future events or high 
- notions to his Prophets, he then carried them 


either to the Deferts or the Sea-fhore, that ha, 
ving fo feparated them from amidft the prefs of 
ens and bufineffe, and the cares of the world, 


“he might fettle their minds ina quiet repofe, 


and make them fit for Revelation. 
And this feems alfo to be intimated by the! 


Children of Jfrael, (Pfal.x37.) who having in 
- a fad condition banifhed all mirth and mufique 


from their penfive hearts, and having. hung up 
heir then mute Harps upon the Willow trees 
-growing by the rivers of Babylon, fate downe 
upon thofe Banks bemoning the ruines of Si. 


og, and contemplating their omn fad condi- 
 -tion. 


_. And an ingenuous Spaniard fayes, ‘That rivers 


andthe I nhabiantyef the watry Element were made 


for wife men to contemplate, and fools to pase ey 


“without confideration, And alee Twill not rank | 


my felfinthe number of the firft, yet give me 
leave to free my felf from the laft, be ts 


_ toyoua fhort contemplation, firftof rivers and | 
_ then of fj concerning which I doubt not but 


to give you many obfervations that will appear 
amy vety, 


r 


fotome, and made many an hour pa 


owery Bank by acalm river, and contem- 

ted what I fhall now relate to you. 

And firft concerning Rivers, there be divers 

onders réported of them by Authors of fuch 
jit, that we néed not deny them an Hiftori- 

faith. 

As namely ofa river in Epirus, that puts out 

ighted Torch, and kindles any Torch that 


emadneffe, fome drunkennefle, and fome 


s turns a rod or wand to be ftone: and our 
bden mentions the like in England, and the 


drabia, of which all the fheep that drink 
sof have their wool turned into a Vermilli. 
olour. And one of no leffe credit than Ayi- 
tells us of a merpy river, (the river Els/ina) 
dances at the noife of mufique, for with 
que it bubbles, dances and grows fandy, 
ra continues till the mufique ceafes, but 
it prefently returns to its wonted calmnefé 
clearnefs. And Cambden tells us of a Well 
0 Kerby in Weffmoreland, that ebbs and 
feyeral times every day: and he tells us 

tin Surrey, (itis called AZole’ that after 
un feyeral miles, being oppofed by hills, 


nds 
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onfiderable : Iam fure they have 5 i 
ie Fate 

more pleafantly, as I have fate quietly on 


not lighted, Some Waters being drunk 


hter to death. The river Selzrusinia few 


in Lochmere in Ireland, There is alfoa river 
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finds or makes it felfa way under ground, ang! 
breaks out again fo far off, that the Inhabitany, 
 thereabout boaft, (asthe Spamards do-of thei, 
river 4nus) that they feed divers flocks of thee 
upona Bridge. And, laftly, for would no, 
tire your patience, one of no leffe authorit 


than Fofephus that learned Jew, tells.us of a ri, 


ver in 7udea, that runs fwiftly all the fix daye, 
ofthe week, and ftands ftilland refts.all thei, 
Sabbath, Pare 
But, Sir, leftthis Difcourfe may feem tedi. 
-ous3I fhall give it a fweet conclufion out of that 
holy Poet Mr. George Herbert his Divine Con. 
_ templation on Gods Providence: - | 


Lard, who hath praifé enough, nay, whe: hath any ? 
Wone can exprep thy works but he that knows them; | 
And none can know thy works, they ave {o.many, 
And fo complete, bet onely le that owes them, 


We all acknowledge both thy power and love 

To be exatt, tranfcendent and divine s 

Who doft fo ftrangely and fa {vweetly move, 
Whilf all things have their end, yet none bus thine; 


| Wherefore, mol? facred Spirit, I here prefent 
For mat, and all my fellows; praifeto thee 5 - 
And juft it 1s that I fhould pay the rent, 
Becaufe the benefit accrues tome, 


mplative Reader, concerning the Sea, the 
7s, and the Fifb therein contained? And 
reat Naturalift Pliny fayes, That Natures 


both in and about that Element ; as to the 
ers of Gefner, Randelitins, Pliny, Aufonius; 
fotle, and others, may. be demonttrated, 
will fweeten this divonele alfo out-ofa 
é mplation in Diyine Dubartas, sank 
d BYES, the fifth, day: 
quickned in the fea andinshe vivers, etal: 
any fifbes of fo many features, Say, 
inthe waters we may [ee all. creatures, 
Uthat on the earth isto be found, 
he world were in deep waters drown'd. 
tas (as wellas skies\ have Sun, Moon, Stars H 
a air) Swallows, Rooks and Staves 5 
il as earth) Vines, Rofes, Nettles, Melons, 
oms, Pinks, Gilliflowers, and many millions 
plants, more rare, more Strange than thefe, 
fifloes living in the feas: it Fe ata 


cue 


Mount. Ef- 
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As alfo Rams, Calves; Horfes, Hares and Hog; 
Wolves; Urchins, Liows, Elephants and Dogs 5 

Yea, Men and Maids, and which I moft admire, 
The mitred Bifoop, and the coveled Fryer. 

Of which, examples but a few years fince, 

Were flewn the Norway and Polonian Prince. 


Thefe feem tobe wonders, but have-had {j 
many confirmations from men of learning and 
credit, that you need not doubt them 5 nor ar, 
thenumber, mor'the various fhapes of fithe,, 
more ftrange or more fit for contemplation, thay 
their different natures, inclinations and acti. 

ons; concerning whichI fhall beg your pati. 
entearalittlelonger, 
~The Cuttle-fi/h will caft a long gut out of he 
throat, which (likeas an Angler doth his line) 

fhe fendeth i and pulleth in again at her 
pleafure, according as fhe fees fome little fit 
come near to her 5 and the Cytle-fifi| 
Beir ed (being then hid in the gravel) lets the 
‘others afirm {maller fil-nibble and bite the end of 
Sl it, at which time the by little and 
little draws the f{maller fith fo near to her’, that) 
fhe may leap upon her, and then catches and 
- devours her : and for this reafon fome have cal. 
led this fith the Sea-angler. oy 
~ wad there isa fith called a Hermit, hat ati 


certain age gets intoa dead fithes fhell, and like 


a Hermite dwells there alone, Studying he 
es in 


aN 


book of Living Creatures, Chap.16 s) the 
dons, or Darling of the Sea: focalled, be. 
fe it isa loving and innocent fifh, a fifth that 
ts nothing that hath life, and is at peace with 
the numerous Inhabitants of thar vaft wate- 
lement: and truly I think moft Anglers 
difpofed to moft of mankind. 
nd there are alfo luftful and chaft Fithes, of » 
ch I fhall give you examples. - 
nd firft, what Dubartas fayes of a fith called 
rgus 5 which (becaufe none can exprefle> 
ter then he does) I fhall give you in his 


words, {uppofing it fhall not have the. — 


have been great and induftrious fearchers 
the fecrets of Nature. 


tdult’rous Sargus doth not only change 
every day inthe deep ftreams, but ‘(ftrate) 
‘the honey of Sea-love delight i 
fuffice his rangemg appetites * ‘ 
ring foe-Goats on the grafjie foore, Re 
their husbands that had horns before, 


the fame Author writes. concerning the. 
D — Cantharus, 
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~ Cantharws, that which you fhallalfo heare in his 
own words, eb! ; 
But contrary, the conftant Cantharus, 
Is ever con{tant to bys faithful Sponfe, 
En naptial duties pending his chafte lifes 
Never loves any but his own dear wife. 


Sir, buta little longer, and I have done. 
Venar. Sir,take what libertie you think fit, | 
_ for your difcourfe feems to be Mufique, and | 
ce charins me into an attention. 
Pifc. Why then Sir, I will take a little liberty 
to tell, or rather to remember you what is faid | 
of Twrtle-Doves : Firft,That they filently plight 
~ their trothand marry 5 and that then, the Sur: | 
vivor fcornes (as the Thracian women are faid to’ 
do) to out-live’ his or her mate 5 and. this: is ta. 
ken for fach a truth, and if the Survivor fhall c. 
ver couple with another, then not only the li. 
ving, but the dead, (be it either the He or the 
fhe} is denyed the name and honour of a true 
Turtle-Dove. 
And to parallel this Land Rarity, and teach 
» . mankind.morall faithfulnefle,and to condemn 
 ‘thofe that talk of Religion, and yet come {hott 
bs ofthe morall faith of fifh and fowle 3 Men that 


ty "i 
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we them without excufe,) I pray Pre G 
‘ken to what Dubartas fings, (for CC 
shearing of fuch conjugal faithfulnefs, will ih 
Mufick to all chafte ears) and therefore I fe 
y hearken to what Dubarias fings of the 

We uller. 


fo - 


t for chafte love the Mullet hath uo peer 3 
af the Fifher hath farprix’d her pheer, 
| waad with wo,to fhore fle followerh, 

ift to confort Lang both in life and death. 


the contrary,what fhall I fay of theHouje-. 
which treads any Hen, and then (contrary 
: Swan, the Partridge and Pigeou). takes no 
eto hatch,to feed or to cherifh his own 
od, but is fenfeleffe though they perifh. 
\nd ‘tis confiderable, that the Heis (which 
anfe the alfo takes any Cock,expedts it not) 
s fure the Chickens be her own, hath by © 
orall impreffion her care and affection to. 
ewn Brood more then doubled,even to fuch — 
, that our Saviour in exprefliag his love 
ufalem (Mat.23,37.) quotes her foran — 
of teuder affection, as his Father had — 
fob for a pattern of patietice. 
to parallel this Cock, there be divers fi- ‘ 
atcalt their {pawne on flags or ftones, 
hen leave it uncowered, and expofed to — 
he a prey, andbe devoured by Vermine 
D2. or 
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or other fifhes: but other fifhes (as namely the 
 Barbel) take fuch care for the prefervation of 
~ their {eed,that(unlike to the Cock or the Cuckoe) 
| they mutually labour (both the Spawner and 
the Melter) to cover their Spawn with fand, or 
watch it, or hide it in fome fecret place unfire- 
guented by Vermine,or by any Fifh but them- 

felves. 
- Six, thefe Examples may, to you and others, 
feem ftrange ; ‘butthey are teftifyed fome by 
 Ariffotle, ome by Pliny, Lome by Gefner, and 
by many others of credit, andare believed and 
known by divers, both of wifdom and experi- 
ence, tobea Truth; and indeed are (asI faid 
at the beginning )fit for the contemplation ofa 
‘mott ferious anda moft pious man. And doubt- 
 Jefs this made the Prophet David fay , They that 
‘occupy themfelves m deep waters [ee the wonder|ul 
works of God: indeed {uch wonders and. plea- 
fares too ‘as the land affords not. 

-. And that they be fit for the contemplation of 
: the moft prudent, and pious, and peaceable 
| men, feems to be teltifyed by the practice of fo 
many devout and contemplative men, as the 
- Patriarchs and Prophets of old, and of the Apr 
files of our Saviour in thefe later times 5 of 
which twelve he chofe four that were Fiflict- 
men, whom heinfpired and fent to publish his 
‘bleffed Will to the’ Gentiles, freedom from the i- 
| combrances of the Law, and anew way to everlafi- 


4 eas ing 
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ife* this was the imployment of thefe Fi- — 
men. Concerning which choicefomehaye — 
e thefe Obferyations. 
Firft, that he never reproved thefe for their 
ployment or Calling, .ashe didthe Scribes 
the Money-changers. And fecondly, he 
ind that the hearts of fuch men by nature 
fitted for contemplation and quietneffe ; 
n of mildjand {weet,and peaceable {pirits,as 
eed moft Anglers are:thefe men our blefled 
our,(who is obferved t> love to plantgrace 
od natures) though nothing be too hard . 
him, yet thefe men he chofe to call from 
irreprovable imployment of Fifhing, and 
them grace to be his Difciples, and to fol. 
im. I fay foure of twelve. hi 
dit is obfervable, that it was our Saviours 
hat thefe our four Fifhermen fhould have 
ority of nomination in the catalogue of 
elve Apoftles, (AZat.10.) ‘as namely firft 
‘Peter, St. Andrew, St. james and St, fobn;, 
1en the reft in their order, \ i 
d it is yet more obferyable, that when: 
efled Saviour went up into the Mount; 
he left the reft of his Difciples, and chofe 
three to bear him company at his Tra: 
tion, that thofe three were all Fifhermen, 
is to be believed, that all the other Apo. . 
after they betook themfelves to follow - 
» betook themfelves to be Fifhermen. | 
{Oo 3° 
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too 3 for it is certain that the greater number of 
them were found together a Fithing by Jefuy 
after his Refurreétion, as is recorded in the 21, | 
Chapter of St. Zobns Gofpel. 
~~ And fince Ihave your promife to hear me 
with patience, I will take.a liberty to look back 
» yipon an obfervation that hath been made by an 
_ ingentious and leatned man, who obferves that 
God hath been pleated to allow thofe,whom he 
him/felf hath appointed to write his holy Will in 
holy Writ,yetto exprefs his Will in fuch Meta. 
' phors as their former affections or practice had 
inclined them te;8 he brings Solomon for an ex. 
-ample, who before his convertion was remark. 
ably carnally-amorous 5 and after by Gods ap- 
 pointment weit that fpiritual, holy, amorous 
Love-fong (the Canricles) betwixt God and his 
- Church, (in which he fayes fhe had Eyes like the 
_— fifh-pools of Hefbbon.) oe 
And if this holdin reafon as I fee none to the 
~ contrary, then it may be probably concluded, 
that Afofes: (whom, I told you before, writ the 
Book of fod) and the Prophet 4dmos, who wasa 
Shepherd, were both Anglers, for you fhall in 
~~ all the Old Teftament find Fith-hooks, I think 
_ but twice mentioned, namely, by meek Mofes 
the friend of God ,and by the humble Prophet 
Amos. ‘ 
Concerning which laft, namely the Prophet 
- eAwmos, I foal make bur this Obferyation, TH 
a a 


a 


ms 
wa 


eloquent ftyle of the Prophet I/aiah (though 
y be both equally true) may eafily believe 


ar’d, plain Fifher-man. 


all Fifhers, with the glorious language 
thigh Metaphors of St. Paul, whom we may 
levé was not. a 

d for the lawfulnefs of Fifhing, itmay 


@ St. Peter ca{this hook into the water and 
nd let me tell you, that angling is of high 
to, fhall findthat there he declares to have 
nd a King and feveral Priefts a Fifhing. 


dhe that reads Plutarch, {hall find that 
pling wasnot contemptible in the dayes of 


idft of their wonderful glory ufed Ang- 


that in the Scripture angling is alwayes 
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at fhall read the humble, lowly, plain fiyle of 3 
ophets and compare itwith the high, glam 


sha Fith, for money topay Tribute to (a : 


em, and of much ufe in other Nations. He. 
‘reads the Voyages of Ferdinand Mdendex _ 


ark Antony and Cleopatra, andthat theyin _ 
sa principal recreation. And let me tell | 


in the beft fenfe, andthat though hunt- _ 
ay be fometimes fo taken, yetit is but 
tobefounderftood. Andlet me adde _ 
this. 4 


& 


tobe, notonely a Shepherd, buta good. 
Which 1 dothe rather believe by compating. i 


affectionate, loving ,lowly,humble Epiftles. - 
<Peter,S.fames and S.fohn,whom we know 


y well be maintained by our Saviours bid- . 


_ with two memorable men, that lived neer to 
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‘this more, he that views the ancient Ecclefiafti, 
cal Canons, fhall find Hstingto be forbidden 

to Church-men, as being a toilfom, perplexing 
- Recreation ; and fhallfind angling allowed to 
(lergy-men,as being aharmlefie Recreation, a 
~ recreation that invites them to cautemplation and 
quictnefe. 

I might here enlarge my felf by telling yon 
what commendations our learned Perkins be. 
ftowes on angling : and how deara lover, 
and great a practifer. of it our learned Do€tor 

Whitaker was, as indeed many others of grear 
note haye been. \ But I will content my {elf 


our own time, whom I alfo take to have been 
‘ornaments to the ArtofAngling. . 2 
_. The firft is Do&tor Newel fometimes Dean of 
the Cathedral Church of Saint Paul in London, 
where his Monument ftands yet undefaced ; a 
man that inthe Reformation of Queen Eliza. 
- beth (not that of Henry the VIII.) was fo noted 
for his meek {pirit,deep learning,prudence and 
piety, that the then Parliament and Conyocati- 
-onboth, chofe, injoyned and trufted him to be 
the manto make a Catechifm for publick ule, 
facha one as fhould ftand as a rule for faith and | 
amannets to their pofterity. And the good 
old man‘though he was very learned, yet know- 
ing that God leads us not to heaven by many 
nor by hard queftions ) like an honeft Angle 
Paks, ‘ A madé 
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hat good, plain,unperplext Catechifm which 
nted with our good old Service Book. 
this good man was as afdear lover,and con- ; 
practicer of Angling, asany Age can pro. - 
e; and his cuftome was to {pend befides his 
ours of prayer, (thofe houres which by 
mmand of the Church were enjoyned the 
gy, and voluntarily dedicated to devotion Bo 
many Primitive Chriftians :) befides thofe 
ars, this good man was obferyed to Apend a 
partothis time in Angling ; andalfo (for 
e converfed with thofe which have con. 
dwith him) to beftow atenth partofhis — 
nue, and ufually all his fifh, amongft the : 
that inhabited near to thofe Rivers in 
it was caught ; faying often, That chari- 
¢ life to Religion: and at his return to his 
> would praife God he had {pent that day 
from worldly trouble ; both harmlefly, 
na Recreation that became aChurch-man, 
this good man was well content, ifnot 
ous, that pofterity fhould know he was an 
as. may appear by his Pidure, now to be 
Band carefully kept in Brafenofe (olledge, (to 
ich he was a liberall Benefactor) in which 
dure he is drawn leaning ona Desk with his 
before him, and onone hand of him his 
oks, and other tackling lying in around ; 
n his other hand is his Angle-rods of feve- 
rts: and by them this is wrigten, That he 
- / died 
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dit 43 Feb. 1601. being aged 95. years, 4.4. of! 
which he had been Dean of St. Pauls Charch ; ang 
\ that his age had neither impair'd hts hearing, ny 
» dimin'd his eyes, nor weakn a his memary, nor tad, 
any of the faculties of his mind weak or ufeleffe. Ti, 
faid that anghng and temperance were great cay. 
fes of thefe bleffings, and I wifh the like to ajj| 
that imitate him, and love the memory of {yt 
_ good.a man. ~ 
‘My next and laft example fhall be that un, 
dervaluer ofmoney, the late Provoft of Eto, 
_ Colledge, Sir Henry Wotton, (a man with whom) 
1 have often fith‘d and conyers’d) a man whof, 
forreign Imployments in the fervice of this 
_ WNatied, and whofe experience, learning, wit and, 
- cheerfulneffe made his company to be eftemed| 
one of the delights of mankind ; this man, 
_ whofe very approbation of angling were {uff 
ecient to convince any modeft ‘cenfurer of it,| 
this man was alfoa moft dearlover, and a fre. 
“quent practifer of the art of angling; of which 
he would fay, “Tivas an imployment for his idk 
wae, whith was then not idlely Spent : for angling 
-wasafter tedious Stndy, a reff to his mind, a chee 
ver of bis Sfirits, a diverter of fadneffe, a calmer 
— ebhagpiet thoushts, a moderator of paffions, a procuit 
of contentedneffe: and. that tt begot habits of peact 
and patience i rhofe that profe(’d and prathis dt. 
_ Indeed, my friend, you will find angling to be 
like the-vertue of Humility, which has a calm: 
Bs icy Hee ' nel 
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fpirit, and a world of other bleffings at- 
gupon it. 

, this was the faying of that learned man, 
do eafily believe that peace, and patience, 
ycalme content did cohabit inthe cheerful 

tof Sir Henry Wotton, becaufe I know that 
en he was beyond feventy years of age, he 
this defcription ofa part of the prefent 
ure that poffefs’d him, as he fate quietly « 
ummers evening ona bank a Fifhing ; it 
efcription of the Spring, which, becanfe 
des as foft and fweetly from his pen, as 
iver does at this time by which it was then 

I fhall repeat it unto you. o 


is day dame Nature feem'din love : 

¢ lufiy (ap began tomove ; 

refh juice did ftir th’ imbracingY ines, 

d birds had drawn their valentines, 

e jealous Trout, that low did he, 

at awell-diffembled flies; 

ere flood my friend with patient skil, 

tending of bis trembling quill. 

ready were the eaves poffest 

h the fwift Pilgrims dawbed neff: 

Groves already did rejoyce, : 

hilomels triamphing voice : 

Powres were fhort, the weather mild,’ 
uyning frefh, the evening (mil'd. 

etakes her neat rubl’d pail, and now 
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~ | She trips to milk. the fand-red Cow 3 
Where, for fome fturdy foot-balt Swain, 
one frokes a fillibub or twain. 
_ The fields and gardens were befet 
_ WahTaulips, Crocus, Violet, 
And nov, though late, the modeft Roke 
Did more then half a blufh difclofe. 
Thus all looks gay, and full of cheer, 
To welcome the new livery dyear. 


‘Thee were the thoughts that then poffeft th, 
undifturbed mind of Sir Henry Wotton. Wil 
you hear the wifh of another Angler, and th 
‘commendation, of his happy life which h 
alfo fings in Verfe ? viz. Jo. DavorsEfq. 


Let me Lve harmlefly, and near the brink. 
Of Trent or Avon have a dwelling Lig 
Where 1 may fee my quill or cork down fink, 
 Webeager bit of Pearch, or Bleak, or Dace ; 

— And onthe world and my Creator think, | 
Whilf} fone men ftrive, ill gotten goods tumbrace 5 - 
And others [pend their time in bale exceffe 
"Of wine or worfe, in wat and wantonnels, 


Let them that lif, thefe paflimes fill pur{ue, 
Andon {uch pleafing fancies feed their fill, 

So I the fields and meadowes green may view, 
eid daily by frelh Rivers walk at we 1, 
 eAdmong the Dailies and the Violets dive. 
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iacynth, and yellow Daftadil, Shae 
Purple Narcitlus like the morning rayes, 

ale Ganderglaffe, and agure Culverkayes, 


mbit higher pleafure to behold 

ately compaffe of the loftie skie, ; 
the midft thereof (like burning gold) 

laming Chariot of the worlds great eye, 

watry clouds, that in the air up rold, 

i fundry kinds of painted colours foes 

ind fair Aurora lifting up her bead, 

Ul blufiing, rife from old Tithonius bed. 


Is and mountaines railed from the plains, 

lains extended level with the ground, yas 

jrougds divided into fundry vains, 

s inclos'd with rivers running round 3 

wers Making way through nalures chains 

headlong courfe into the fea profound 3’ 
raging fea, beneath the vallies lowy, 

Where lakes andtils and vivulers do flow, 


ty woods the forvefts wide and long : 
wad with leavesand branches frefh and green,” 
(e cool Lowres the birds with many a fong 
come with their Ouire the Summers Queen: 
eadowes fair where Flora’s gifts among ; 
ermixt, with verdant graffe between, i 
filver-{caled fifh that fo ftly [vin ue 
ia the fwpeee brooks chryfial watry fiream, m 
Toye OSE 


ee 


ER RE REE en Rae * 
‘All thefe, and many more of his (reation, 


Taking therein no little delettation, 


_ His mand is wrapt above the flarry Skie. 


Sir Lam glad my memory has not loft thet, 


_ to morrow. 


That made the Heavens, the Angler oft dath (ee, 


To think how firange, how wonderfull they be 5 
Framing thereof an inward contemplation, - 
To fet his heart from other fancies free : 

And whilft he looks on thefe with joyful eye, 


laft Verfes, becaufe they ate fomewhat mor 
pleafantand mote futable to ALay-Day, they! 
my harfh Difcourfe : andlam glad your pati 
ence hath held out fo long, as to hear them an 


me: for both together have brought us withiy 


the fight of the Thatcht houfe:and I muft be you 
Debtor (if youthink it worth your attention) 
for the reft of my promifed difcourfe, till fome 


_ other opportunity, and a like time of leifure . 


Venat.. Sit, you have Angled me on with 


_ much pleafure to the tharcht houfe : and I now! 
_ find your words true That good company make 


the way (eem foort,for teuft me, Sir, Lthought we 
had wanted three miles of this Hox/é till you 
fhewed it to me : but now weare at it, we'l tua 


into it, and refrefh our felyes with.a-cup o 


drink and a little reft., 
Pifc. Mott gladly (Sir).and we'l drink a civil 
cup toall the Oer Hyuters that.are tomect yo! 


Ven, 


gling too, of which number, I am now © 


to be one my felf, for by the help of 


thoughts both of the Art of Angling, 
ll that profeffe it: andif you will bur. 
ae to morrow at the time and place ap- 
, and beftow one day with me and my 
sin hunting the Orter, I will dedicate the 


for that time do nothing but angle, and © 


f fifth and fifhing. : 


1g, tobe at Amwel-hill to morrow mor- 
before Sunrifing. ie 


5 


CHAP. Il. : 
bfervations of the Otter and Chub, 


, for the Sun is juft rifing, and’ 
I my felf juft now come wo 
ace, and the dogs have juft now put down 
» look downat the bottome ofthe hill 
at Meadow, chequered with water- 
d Lady-fimocks there you may fee what 
ey make 5 look looke,: you may 
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ood difcourfe and company, I have put 


wo dayes to wait upon you, and wetwo 


*Tis a match, Sir, I'l not fail you, God — 


Y friend Pifeator, you have. 
M kept time with my-thoughts, ! 


ies key 


That we will Sir, and to all the lovers 3 


a 
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> feeall bufie, men and dogs, dogsand men, aj 
_ bufie. ; 
Rife. Six, Lam right glad to meet you,, ang 
ae to have fo fair anentrance into this daye, 
port, and glad to fee fo many dogs, and Mote 
— menall in purfuit of the Over ; lets complement 
no longer, but joine unto them ; come honef, 
 Fenator, lets be gone, lets make haft, I long ty 
. bedoing : no reafonable hedge or ditch thalj 
_ holdme. | 
4 Ven. Gentleman Huntfman,where found yoy 
mais Olver?’ . |. : 
Hn. Marry (Sit) we found her a mile from | 
this place a fihing fhe has this morning eaten 
- the greateft part of this Trout ; fhe has only left” 
thus much ofit as you fee, and was fifhing for 
more : when we came we found himjuft at it: 
but we wete here very early, we were here an_ 
hour before Sun-rife,and have given her no reft 
- fince we came:fure the'l hardly efcape all thefe 
 dogsand men. I am tohavetheskinif we 
 killbim. oh 
Ven, Why; Sir, whats the skin worth ? | 
Hunt. *Tis worth ten fhillings to make 
_ gloves 5 the gloves of an “Over are the belt 
fortification for your hands that can be thought 
- on againtt wet weather. - se) 
_ Pife.l pray> honeft Huntfman,let me askyou 4 
pleafant queftion,do you hunt a beaft or a fith? 
> Hua, Six, Itis not in my. power to refolve 
F< hier H you 


Me ies 
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eave itto _berefolved by the Colledg of — 
thufians , who have made vowes never to eat 
, ButI have heard, the queftion hath been 
ated among many great Clerks, and they 
‘to differ about it ; yet moft agree that his 
is Fifi : and if his body be Fifh too, then T 
fay, that a Fith will walk upon land, (for — 
wer does fo) fomtimes five of fix, or ten — 
sinanight, But (Sir) 1 can tell you cer- 
y» that he devours much Fith, and kils arid’ 
is much more then he eats: And Ican tell 
that this Dog-fisher (for fo the Latins call. 
m)can fmell a Fifa in'the water an hundred’ 
sfrom him (Gefner fays, much farther) 
hat his ftones are good againft the F alling- 
efs:and that there is an herb Benione,which ae 
ing hung ina linnen cloth neara Fifh-pond;. 
y haunt that he ufes, makes himtoayoid _ 
ace ; which proves he {mellboth by wa- 
land : and I can tell you there is braye 
‘this Water-dog in Cormyall, where a 
have been fo many, that out Campdin 
there is a river called Overfey, which 
ynamed, by reafon of the abundance: of 
hatbred and fed in it. peciaicy 
thus: much for my knowledge of the 
hich you may now fee above water it 
id the dogs clofe with him ; I now fee 
not laft long, follow therefore my Ma 
ow, for Swyeethps was like to have him 
Beh ee Pe Hs 
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Ven. Oh me, all the Horfe are got over the 
River, what fnall we do now ? fhall we follow 
them over the water ? : 

Hunt. No, Sir,no,be not fo eager, ftay a lix, 
tle and follow me, for both they and the dogs. 
will be fuddenly on this fide again, I warrant 
you : and the Orter too, it may bee : now have 
athim with Kslback, for he¢ vents again. | 
Ven. Marry fo he is, for look he yents in that © 
corner. Now, now Ringwood has him: now 
he’s gone again, and has bit the poor dog, 
‘Now Sweerlips has her : hold her Sweetlips! 

now ail the dogs have her, fome above and 
fome’under water ; but now, now fhe’s tyr’d, , 

and paft lofing : come bring him to me, 

_ Sweetlips. Look, ’tisa Bitch-Ovter, and fhe has 

lately whelp’d, let’s go to the place where fhe 

was putdown, and not far from it you will find 
aller young ones, I dare warrant you, and | 
kill them all too. | 

Hun’. Come, Gentlemen, come all, let’s go 

_. tothe place where we put down the Orter. Look 
you, hereabout it was that fhe kenell’d; look 

you, here it was indeed, for here’s her young 

‘ones, no lefs than five ; come let’s kill them all. 

ip Pifc. No, Ipray Sir, faye me one, and I] 
| try if1can make her tame, as 1 know an inge- 

| nuous Gentleman in Leicefler-fhire (Mr. Nich 

_ Seagreave) has done ; who hath not onely made 

her tame, but to catch Fifh, and do many othe 

things of much pleafure. Hot. 


> a Ws Hw init dian Steel Cig ah natal etc thick 27 ] 


SSS ee 


ERPS ge 


The Complete Angler. oa 
#. Take one with all my heart, but ler 
the reft. And now let’s go to an honeft 
e, where we may havea cup of good, 
wine, and fing Old Rofe, andallofusre. 

ogether. at 
gat. Come my friend; Pifcator, let me in- 
oualong with us; I'll bear-your charges 
ight, and you fhall bear mine to mor- 
of my intention isto accompany youa 
yr two in Fifhing. 

Sir, your requeft is granted, and I thal] 

ht glad,both to exchange fucha couttefie, 

fo to enjoy your company. 

at. Well, tiow let’s goto your fport. of 
bi 

ret’ be going with all my heart. God _ 

rou all,’ Gentlemen, and fend you meet . 

y with another Bitch«Otter, and kill her 

ly, and all her young ones too. 

Now, Pifcator, where will you begin 


We are not yet come to alikely place, 
walk a mile farther yet before I begin. 
#. Well then, I pray as we walk tell me 
how do you like mine Hofte and the 
? isnot mine Hofte a witty man? 

Sit, Iwill tell you prefently what I 
of your Hofte; but firft E will tell you, I. 
fe Orters were killed, and Iam for- 
fare no more Oser-kilers ; for know 
Dk ytd ae) 


that 7. ©, 
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chat the want of Otter-killers, the not keepin 
the Fence monliths for the prefervation of fifh,. 
wiil in time prove the deftruction ofall rivers ; 

and thofe very few that are left that make con. 
_ fcience of the Laws of the Nation,and of keep, , 
ing dayes of abftinence, will be forced to on 
- flefh, or fuffer more inconveniences than is yet 
foreleen. : 

_Venat. Why, Sir, what be thofe that you call 

the Fence moneths ? : 

Pife, Sir, they be principally three, namely, 
March, April and May, thefle being the uly 
al moneths that Salon come out of the fea to 
fpawn in moft frefh-rivers,and their Fry would 

about a certain time return back to the fale wa: 
ter, ifthey were not hindred by weres and ai. 
lawful gins, which the greedy Fifher-men fer, 
and fo deftroy them by thoufands , as they. 
~ would (being fo taught by nature) change the 
fiefh fox falt water. He that (hall view the wil 
Statutes made in the 13.cf Edw.the J. and th 
‘Tike in Rich. the IJ. may fee feveral provifion 
made. againft the deftruction of Fifh + anl 
though profefs no Knowledge of the Law, ye 
Lam fure the regulation of thefe defeéts migit 
~ beeafily mended. But Iremember thata wif 
friend of mine did uftally fay, Tharwhich we 
very bodies bufine(fe is no bodies bufineffe. Uf it wet 
otherwife, there could not be fo many Né 
and Fifth that are under the Statute fize 1 


Ping 
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moneft us, and of which the conférvators 
waters fhould be afhamed. , 

above all, the taking Fifh in Spawning. _ 
» may be faid to be againft nature; itis 
he taking the dam on the neft when fhe 
es her young : a fin fo againft nature, thar 
ghty God hath in holy Writ made a Law 
abit. : 
ut the poor Fifh have enemies enough be- 
ch unnatnral Fifher-men, as namely. the 
that Ifpake of, the Cormorant, the’ Bir 
the Osprey, the Seagull, the Herne, the 
ijher , the Gorrara, the Puet, the Swan, 
Ducks, andthe Craber, which fomie call 
ater-rat: againft all which any honeft. 
ay make ajuft quarrel, butIwillnot, E _ 
ave them to be quarrelled with, and kild . - 
thets 5 for lam not ofa cruel nature, love , 
nothing but Fifh, © Reheat. 
now to your queftion concerning your 
to {peak truly, heis nottomea good. 
nion: for moftofhis conceits were 6 
ripture jefts, or lafciyious jefts ¢ fo 
[count no man witty, for the Devil will 
man that way inclined to the firft, and 
corrupt nature (which healwayes car-. 
him) tothelater. Buta companion . 
s the company with witand mirth, and 
he fin (which is ufually mixt with’ 
is the : ai indeed fucha com-. 


panion 


oa Sa Gere 
panion fhould have his ¢hirges born: and ty 
juch company I hope tobring you this night! 
for at Troxt-Hall, not far from this place, wher | 
I purpofe to lodge to night, there is ufually ay | ; 
angler that proves good company : and let me 
tell you, good company and gooddifcourfe are 
the very finews of vertue: but for fuch dif 
courfe as we heard laft night, it infects others, | 
the very boyes will learn to talk and fweara_ 
they heard mine Holt, and another of the com, 
pany that fhall be namelefs ; Iam forry he is, 
Gentleman, for lefs Religion will not faye) 
their fouls thana beggars; Ithink more will 
- be required at the lait great day. Well, you 
‘know what Example is able to do, andI knoy 
- qwhatthe Poet fayes inthe like cafe, whichis 
. ‘worthy to be noted by all parents and peopl, 
pf civility : ) } 
EEE —— —— «Mayaome. 
| Oeste his Conntrey his Religion : 
And in another would as flrongly grow, - 
Had but his nurfe or mother snd him {o.  - 


i) 


‘This is teafon put into Verfe, and worthy i 
confideration of a wife man. But of thisn 
more, for though I love civility, yet Ihate le. 
vere cenfures : I’lltomy ownart, and J doubt 
not butat yonder tree I fhall catch a'Chud, and 
then we'l turn to an honeft cleanly Hoftefs,thit 

-) [know right well, reft ougdelyes there, an 
 drefsicforourdinner, 
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nat. Oh Sir, a Chub is the worft Fith — 
wimmes, I hoped for a Trout to my din. 


¢. Truft me, Sir, there is not a likely place 
‘a Trout hereabout, and we ftaid fo long to 
our leave of your Huntfmen this morning, 
t the Sun is got fo high, and thines fo clear, _ 
t I will not undertake the catching ofa Trout 
‘evening ; and though a Chub beb youand 
many others reckoned the worft od, fie, yet. 
all fee ’le make ita good Fith,by dref. _ 
t. 
.Why, how will youdrefs him ? ; 
ic. Le tell you when I have caught him. 
you here Sir, do you fee? (but you muft — 
ad very clofe) therelye upon the top of the _ 
ter in this very hole twenty Chubs, Ile catch — 
one, and that fhall bethe biggeftofthem 
nd thatI will do fo, Ile hold you twenty _ 
one and you fhallfeeitdone. ae 
at. I marry Sir, now you talk like an 
ift, and Ile fay you are one, when I fhall fee 
etform what you fay you can dos but I yet 
t it. ; : 
¢, Youfhall not doubt me long, for you 
ee me do it prefently : look, the biggeft 
fe Chubs has had fome bruife upon his rail, 
ike or fome othet accident,and that looks 
white {pot 5 that very (#61 mean to put 
your hands prefently; fit you but down in _ 
E4 by Os aes 
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the thade, and {tay but a little while, and Tle’ 
watrantyouTlebringhim toyon. 
Venat. We fit downand hope well, becaufy 
you feemto befoconfident. Be: 
_ ”. Pife. Look yeu Sis,there is a tryal of my 
skill, there he is, that very Chad that I fhewed 
syou with the white {pot on his tail ; and He be 
as certain to make hima good difh of meat, as 
- Iwasto catch him. Ile now lead, you to an 
 honeft Alehoufe where we fhall find a cleanly 
_ room, Lavender in the windows, and twenty 
_- Ballads ftuck about the wall; there ‘my Hottis 
which: I may. tell you, is both cleanly, and 
handfome,.and civil) hath dreft many a one for 
mie; and fhall now dreffe it after my fafhion,and 
i warrant it good meat. 
» Ven. Come Sir, with all my. heart, for Ibe- 
- ginto. be hungry, and long to be atit, and in. | 
deed to reft my felf too ; for though L have 
_ walk’d’but four miles this morning, yet Li bes 
a. gin to beweary 3 yelterdayes hunting hangs 
{ . fil upomme. 
 Pife. Well Six, and you fall quickly be at 
- teft, for yonder is the houfe 1 meanto bring 
youto. Eres) bf 
- Come Hoftis, howdo you? Will, you fir 
give usa cup of your beft drink, and then drefs 
‘this Ghub,as you dreft. my laft, when I and my 
friend were here about eight orten dayes ago? 
~ but you muft do me one-courtefie, it, muft be 
WMogeinflantlys 9 os... Hoff. 
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i Iwill pt it, Mr Pifeator,and with all 
“peed Ican. 
ic. Now Sir,has not my Hoftis made haft 2 
oes not the fith look: lovely 2 Dg een 
en. Both, upon my word, Sir, and therefore 
fay grace and fall to eating ore it. 
if. Wel Sir, how do you like it? 4 
n. Trult me,’tis as good meat as] ever ta- 
now let me thank you for it, drink to you, 
beg a courtefie of you 3 but it mutt not hes : 
Bind: 
ic. Whatis it I pray Sir igus are fo mo- 
that me thinks I may peenitl to er ant it 
re it is ask’d, swe 
» Why Sir, it is that fone hencehaeell you. 
allow me to call you AZa/fer, and that res 
imay be your Scholer, for you-are fach a 
anion, and have fo quickly caught, and: 
ellently cook’d this fith, as makes meam— 
us to be your {choler. Me 
c. Give me your hand; from ee inde sofia. 
Iwill be your Mafter;.and teach you as 
.of this Artas 1am able ; and will, as you — 
e me, tell you fomewhat of the nature of 
‘ofthe Fith that we are to Angle for, and: 
fure I both can and will tell” you more. 
vy common e4ngler yet knowes, 
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: CHAP. III. 
How to fifh for, ‘and to dreffe the Chavender 
‘ or Chub. » 


Pifc. Pe He Chub, though he eat well 
vara d thus dreft, yet as he is uftally 
dreft, he does not: he is object. 
i edagainft, not only for bein 
full of fmall forked bones, difperft through all 
his body, but that he eats watrifh, and that 
the fleth of him is not firm but fhortand tafte._ 
 Ieffe. The French efteem him fo mean, as to 
~ eallhim Us illan ; neverthelefs he may be fo _ 
_ dreft as to make him very good meat 5 as 
‘ ec: ifhebe a large Chub, then dtefs him 
thus: Meet 
| Firft fcale him, and then wafl him clean, and 
thentake out his guts 5 andto that end, make the hole 
as little and near to bis gils as you may conveniently, 
|  andefpecially make clean his throat from the gras 
ahd. speeds that are ufwally init (for if that be not 
very clean, it will make hima totafle very four) ha- 
ving fo done, put forme [weet herbs into his belly, and 
then tye him with two or three (plinters to a spit, and 
voft ‘him, bafted often with vinegar, or. rather 
verjuice ana butter, with good flore of fale mixt 
sith st. 
. Being thus dreft, you will find hima much 
an yc. bette 


a ee 
er difh of meat than you, or moft folk, e- 
ynthen Anglers themfelves do imagine; for 
dries up the fluid watry humorwith which _ 
Ghubs do abound, aie 
ut take this rule with you , That a Chab — 
y taken and newly dreft, isfo much bet-_ « 
than a Chwé of a dayes keeping*after heis 
ad, that I can compare him to nothing fo fit- 
sto’ Cherries newly gathered from a tree, 
others that have been bruifedand layen a 
or two in water. Being thus ufed and dreft 
fently, and not wafht after he is gutted, (for 
that lying long in water, and wafhing the 
oud out ofthe Fith after they be gutted, 
ates much of their fweetnefle} you will fi 
Chub to be fuch meatas will recomp 
labour. Goat ae 
Ot you may drefle the Chavender or Chub 


us : 


ve fcaled him, and cet off bis tail 
ns wafbea him very clean, then chine or 4 

him through the middle, ai afalt fifo is nfually 
hen giv¢ him three or four cuts or {cotches with 
r knife, ana broil him on Char-cole or Woad- 
‘that are free from fmoke, and all the tinge he ts a 
bafte him with the beft (weer butter, and ‘good 
fale mixt with it 3 andto this adde a little 
at exceeding (mall, or brmfed into the but 
“he Cheven thus dreft hath the watrie tafte 
way, for which fo many except againit 
; - hl: him, 
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him. Thus was the Cheven dreft that you liked 
_.- fo well, and commended fo much, But note a. 
. gain, thatifthis Chub that you are of had been 
kept till to morrow, he hadnot been wortha 
rufh. And remember that his throat be very — 
clean, I fay very clean, and his bodie not wafht | 
_ after he is gutted. 
Wel Scholer, you fee what pains I have ta. 
ken to recover the loft credit of the poor defpi- 
fed Chab. And now I will give you fome rules 
how to catch him ; andl amgladto. enter you 
nto the Art of fifhing by catching a Chub, for 
there is no fifh better to enter a young Angler, 
-heisfoeafily caught, but then it mutt be this 
‘particular way. 
_. Goto the fame hole inwhich I caught my 
Chub, where, in moft hot daies you will find a 
dozen or twenty Chevens floting near the top 
_ of the water, get two or three Grafhoppers as 
_ you go over the meadow, and get fecretly be- 
_-hind the tree, and ftand as free from motion as 
-is poffible, then put a Grafhopper on your 
hook , and let your hook hang a quarter 
of a yard thort of the water, to which 
end you muft reft your rod on fome bough of 
“the tree, and it is likely the Chubs will fink 
down towards the bottom of the water at the 
fiadow of your Rod, (fora Chub is the foar- 
 fulleft of fithes,) and will do fo if but a bird 
flies over him, and makes the leaft fhadow on 
Ns Sah a a the 
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yater: but they will prefently rife upto 
op again, and there lie foaring till fome? 
dow affrights them again : when they lie’ 
ithe top of the water, look out the beft’ 
b, which you fetting your felfin a fit place, : 
yery eafily fee,and move your Rod as foft_ 
a Snaile moves, to. that Chub you intend - 
tch ; let your bait fall gently uponthe wa- 
three or four inches before him, and he will’ _ 
libly take the bait, and youwill beas fare’ 
satch him: forhe is one of the Jeather- 
uith’d Fifhes, of which a hook does fear 
tlofe his hold: and therefore give him pk: 
ough before you offer to take him out of the 
Go your way prefently, take my tod,, 
do as Ibid you, andI will fit down and 
d my tackling till you return back, » at 
. Truly, my loving Mafter, you haye of- 
d meas faire as I could with. Ile go and 
etve your directions. a 
ook you, Mafter, what I have done, that: 
ch joies my heart, caught juft fuch another 
b as yours was, ee 
we. Marrie, and I am glad ofit : 1am like: 
avea towardly Scholer of you.  Enow fee, 
with advice and praétice you will make an. 
ina hort time, Have but a‘loyeto-it 
ewarrant you. _ ALN et i 
t. But Mafter, What if I could not ha 
a Grafbopper ? oe sas 


= 
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Pie. Then I may tell you, that a black frail; 
with his belly flit,to thew his white ; ora piece 
of foft cheefe will ufually doas well: nay,fome. | 
 timesa worm, or any kind of fly, as the An:-fiy, 
the Flefbfly or Wall-fly, or the Dor or Beetle , 
(which you may find under a Cow-turd) or a 
Bob, which you will find in the fame place , 
- and in time will bea Beetle, itisa fhort white 
_ worm, liketo, and bigger then a Gentle, or a 
 Cod-worm, ot a Cafe-worm, any of thefe will do 
very wellto Fifhinfuch amanner, And after 
this manner you may catch a Trout in a hot e- 
vening : when as you walk by a Brook, and 
fall fee or hear him leap at flies, then if you 
get a Graflopper, put it on your hook, with 
ur line about two yards long, ftanding be- 
inde a bufh ot tree where his co is,andmake _ 
your bait ftir up anddown onthe top of the 
water; you may, ifyou ftand clofé be fure of 
abit, butnot fure tocatch him, for he is not 
a leather-mouthed Fifh: and after this manner 
you may Fith for him with almoft any kind of 
live flie, but efpecially with a Grafbopper. 
__ . Fenat, But before you go further, I pray 
_ good Mafter, what mean you by a leather- 
mouthed Fifh > ; bei 
es Pifes: By a leather-mouthed Fith,I mean fuch 
as have their tecth in their throat, as the, (bx) 
r Cheven, and fo the Barbel, the Gudgeon and ; 
“rp, and divers others have; and the hook 
U ny being 


Se St es 


econtrary,a Pike,a Pearch or Trout, and 
ne other Fith which haye not their teeth ‘ 
eit throats, but in their mouthes, (which 
fhall obferve to be very full of bones, and 
kin very thin, and little of it +) ddayy eb 
Fifh the hook never takes fo {ure hold, d 
you often lofe the Fith unlefs he haye 
"dit, ‘ 
@n. Ithank you good Matter for this obfer- 
13 but now what fhall be done with my 
bor Cheven,that I have caught ? ‘oie 
ic. Marrie Sir, it thall be given away to, 
poor body, for Ile warrant youlle give 
Trout for your {upper : and it is goodbe- 
g of your Art to offer your firt fruits to 
eor,who will both thank God and youfor — 
which I fee by your filence you feem to 
tto. And for your willingnefs to part 


cutoff, orat amy 
f Snail, or at the black Bee that breeds in } 

3 and he never refufes a Grafhopper 
p ofa {wift ftream, nor atthe bottom a. 
ig hnroble-bee that breeds in long graffe, ‘ 
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and are ordinarily found by the Mower of ir, ] 
In Axnguft, and in the cooler moneths a yellow. 
bss pape, made of the ftrongeft cheefe, and pound. 
ed in a Morter witha little butter and faffroy: 
e ¢lo much of it as being beaten fmall will turn 
“Zt to a lemmon colour.):And fome make a pafte 
aa for the Winter moneths, at which time the 
Chub‘is accounted belt (for then it is obferved, | 
> that the forked’ bones are loft or turnedinto q | 
kind of griftle, (efpecially if he be baked) with / 
a pafte made of cheefe and Turpentine 5 he will 
bite alfo at a Minnow or Penk as 2 Trout will: | 
of which I fhall tell you more hereafter, and at 
divers other baits. Buttake this fora rule,that 
‘in hot weather he isto be fifht for towards | 
‘the mid-water, ornearer thetop ; and in col. | 
~ der weather nearer the bottom. And if you 
_ Fifth for him on the top, with a Bectle or any. 
- fly, then be fure to let your line be very long, 
~ ‘and to keep out of fight. And haying told 
i you that his Spawne is excellent, and that the 
head of a large Cheven, the throat being well’ 
wafht’ is the beft part of him, I will fay no 
more of this Fifhat the prefent, but with you 
may catch the next’you Fifh for. 
_  Andnow my next obfetyation and directiort | 
fhall be concerning the Trout (whichT love to 
‘angle for above any Fifh) but left you may 
-indoe me too nice in urging to have the Chub 
it {o prefently after heis taken, T will com: 


ie 
dre 
oe ; mend 


foe Compleie: Angler. 
d to your confideration how. curious for. 
rimes have been in the like kind. 
fhall readin Seneca his Natural Quefti- 
.3-Cap.t7.) that the Ancients were fo 


‘ 


vations of the Trowt, and how to Fith for 
which fhall take up the next of my fpar¢ 


(OO LMC COMP NTO BNE le 
me VOU AD, ly: 


Obfervations. of the natureand breeding of. 
the Trout, and how to Fifh for him. And 
the Milk- maids Song. 


i Fate, He Trout is a Fith highly va. | 
Bh ued, both in this and fotraion 
ee Nations ; he may be jutlly 
ay) _ faid, (as the old Poets faid of | 
Wine, and we Englith fay of Venifon) to be q_ 
pepe Fifa: a Fith thatis fo like the Buck, 
that healfohas his feafons, for itis obferved, | 
_ that he comes in and goes out of feafon with the | 
Stag and Buck, Gefner faies, his name is of a) 
Germane off-{pring, and Jaies, heis. a Fifh that 
feeds clean ae purely, in the fwifteft ftreams, 
and on the hardeft gravel; and that he may 
juftly contend with all frefh water-Fihh, as the | 
“Mullet may with all Sea-Fifh for precedencie 
and daintinefs of tafte, and that being in right | 
feafon, the moft dainty palates have allowed 
_ precedencie to him. : 
ae And before I go farther in my Difcourfe, let 
» me tellyou, thatyouareto obferve, that as 
‘there be fome barren Does, that are good in) 
Sammer, fo there be fome barren Trouts ‘ial 
are good in winter; but there are not! many 
that are fo, for ulually they be in their pet 
ee ee ecg 
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i. in the moneth of May, ‘and decline 
th the Back, Now you ate’ to take notite 
jat in feverall Countries, as ih Germany and — 
nother parts, compar’d to ours, Fifi do diffe 
ch if their bigneffe, and fiiape, and other 
gies, and fo do Tiowrs; it is well knowd 
tin the Lake Lemon, (the Lake of Genewx;) 
fe ate Trouts taken of three Cubits long, as 
firmed by Ge/ntr, a Writer of good credit : 
ad Mercator faies, the Trons that até taken ift 
Lake of Geneva, ate a great patt of ‘the 
rchandize of that famotis City: And you: 
further to know, that there be certain wa- 
that breed Trews, remarkable, both for 
ft ntimber and fmaltefs. I know a little 
ok in Kent that breeds them to a number 
edible, and you may take them twentie or — 
inan hour, butnone gréater then about 
fize of a Gudgion: There aré alfo in divers 
S, {pecially that relate to, or be near to 
ea, (as Winchefter, or the Thamts about 
gafor) alittle Tro#t called a Samle? or Skeg- 
Tro#t (in both which places I have caught 
Ati¢ ot fortie at a ftanding) that will bite 
f and as freely as Minnowes; thefe be by 
ken ta bé young Szimons, but in tholé 
s they never grow to be bigger then a 


Gtcisalfoin Rent, near to Canterbury, & 
called there a Fordidge trent) a trom: (that 
2 beares 
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_ bears the name of the Town where it is ufually 

caught) that is accounted the rareft of Fifh, ma. 

ny of them near the bignefs ofa Salmon, but 

known by their different colour, and in their 

: beft feafon cut very white 5 and none of thefe 

~ have been knownto be caught with an Angle, — 

~unlefs it were one that was caught by Sir George 

.. Haftings, (an excellent Angler, and now with | 
God) and he hath told me, be thought that trout : 

bit not for hunger but wantonnefs; and itis the 

rather to be believed,becaufe both he then, and | 

many others before him,have been cur.ous to 
- fearch into their bellies, what the food was by 
_. which they lived 5 and have found ‘out no- | 
aie by which they might fatisie their curio. 

itie. ' 

_ Concerning which you ate to take notice, 

that it is reported by. good Authors, that there | 

isa Fih that hath not any mouth, but lives by 
taking breath by the porings of her Gills, and 

feeds and is nourifhed by no man knows what ; 

and this may be believed of the F ordidge trout, 

_ which (as itis faid of the Stork, that he knows 

his feafon, fo he) knows his times, (1 think al- 

_ moft his day ) of coming firft into that River 

- ‘out of the Sea, where he lives ( andit is’ like, 

| feeds ) nine moneths of the Year, and about » 

three in the River of Fordrdge. And you are to 

note, that the Townfmenare very pun dtual in 

obferving the very time of beginning to flh 

PEO ane Y [OF 
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hem 3, and boaft much that their River af= 
ds a Trout that exceeds all others. And juft 
doth Sufex boaft of feveral Fith, asnamely a 
Wey Cockle, a Chichefer Lobfter, an Arundel ti 
Uullet, and.an Amerly Trout. 4 
And now for fome confirmation of the For. 
age ‘Trout , youareto know that this Trout 
thought to eat nothing inthe frefn water; — 
ndit may be the better believed, becaufe it is | R 
ell known that Swallows which are notfeen to — 
ein England for fix moneths inthe Year, (but 
out Michaelmas leave us for a hotter Cli- 
ate ;) yet fome of them that have jo 
en left behind their fellows, have “FraBacon 
en found (many thoufands ata time) \*?"":899- 
hollow trees; where they have been obfer- 
yed to live and fleep out the whole Winter 
thout meat ; and is Albertus obferves thar — 
there is one kind of Frog thathath ke: 
naturally fhutup about the end pe 
uguft, and that fhe lives fo all the — ‘ 
er, and though it be ftrangeto fome, yet 
Known to too many among us to be 


nd fo mnch for thefe Fordidge trouts, which 
t afford an angler {port , but either live 
‘time of being in the frefh water by their _ 
formerly gotten in the Sea, (not un ike a 
yallow or Frog) or by the vertueof the 
ater onely ; or asthe birds of Paradifé, 
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and the Camehon are faid to live by the fan and 
the ayre. 

"There isalfo in Northumberland a trout called 

- a Bull-trout, of amuch greater length and big. 

~ nefs than any in thefe Southern parts: and | 
there isin many Rivers that relate to the Sea / 
-. Salmon-irouts, as much different from others, | 
 bothin hhape and in their {pots, as we fee fheep _ 

_ differ one dotn another in their fhape and big. 

nefs, and-in the finenefs of their wool : and 

“certainly, as fome paftures do breed larger 
fheep, fo do fome Rivers, by reafon of the 

ground oyer which they run, breed larger | 

trouts. 

“Now the next thing thar I will commend to | 
_ your confideration is,that the trout is of a more 
fadden growth than other Fifh < concerning 

which youare alfo to take notice, that he lives 

not fo long as the Pearch and divers other Fi- | 


thes do, as Sir Francis Bacon hath obferved in 

his Hiftotie of Life and Death. 

/ Andnext you are to take notice, that he is 
not like the: Crocadile; which ifhe lives never fo 

long, yet alwayes thrives till his death: but 

- 4tis not fo with the Trout, for after he is, come 
to his full growth, he declines in his body, but | 
keeps his bignefs, or thrives onely in his head 


till! issdeath. And youare to know, that he 


yl about (efpecially before) the time of his 
‘Spawning, get almoft miraculoufly through 


ayo : 


Ba cadena rol is ah Ala hd of 
and Floud-gares againft the ftream, even — 
fuch high and iwift places as is almoft 
ble. Next, that the Trove ufually 
wns about Oétober or November, but in 
¢ Rivers a litte fooner or latter ; which is 
more obfervable, becaufe moft other fith 
wnein the Spring or Summer, when the 


ade it ht for generatien. And you are 
on ; for it may be obferved of the Trout, 


p¢ fat in many months, though he go inthe 
, Jame paftures that horfes do which will be 


other Fithes recover firength, and grow © 
ner fat and-in feafonthen the Trout doth. 


ofuch aheightas to warm the earth and 
‘water, the Trout is fick, and. lean, and low- 
, and unwholfom : for you faallin winter 


é, and thin, andlean; at which time many 
hem have ticking on: them Sugs, of Trout 


and. fucks his moifture ; thofel think 
rout breeds himfelf, and never thrives till 
himfelffrom them, which is till warm 


\ 


x 


hath warmed both the earth and water, — 
te, that he continues many moneths out of — 


he is likethe Buck or the Oxe, that will a 
none month ; and {fo you may obferve,that — 


nd.next, youare to note, that till the Sun 


| him, to have a big head, andithen to be | 


comes; and thenas he growes ftronger, 


BA he 


ee, which isa kindof a‘ worm, in fhapelikela 
€or pin, witha big head, and fticks:clofe 
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he gets from the dead, ftill water,into the fhary | 
ftreams, and the gravel, and there rubs off thefe 
worms or lice, and then as he grows ftronger, 
fo he gets him into {wifter and {wifter ftreames 
and there lies at the watch for any flie or Min. 
, now that comes near to him; and he efpecial_ 
ly loves the eMay-flie which is bred of the - 
(04 -worm or Caddis ; and thefe make the troy 
bold and luftie, and he is ufually fatter and bet, 
ter meat at the end of that month, then at any 
‘time ofthe year. 
 Nowyouareto know, that it is obferved, 
that ufually the beft troms are either red or yel- 
_ low, though fome (as the Fordidg Trout) be 
white and yet good ; but that is not ufuall - 
and it isa note obfervable,that the female Trou 
hath ufnally a leffe head,and a deepet body then. 
the male Trou ; and is ufually the better meat: 
and note that a hog back,and alittle head to any 
fith, either Trout, Salon, or other fifh, isa fign 
hat that fithisinfeafon. = 
_ But yet you are to note, that as you fee fome 
Willows or Palm trees bud and blofiom fooner 
then others do,fo fomeTronts be in fome rivers 
. fooner in feafon.;andas fome Hollys or Oaks 
are longer before they caft their leaves, fo are | 
 fome Trouts in fome Rivers longer before they 
pooutorfeaton. iin (aimee ye od ant 
_ And you are to note, that there are feverall 
‘ kinds of Trouts, though they all go under that 
ane ee hi 2 


tallname : juft as there be tame and wild 
s, and of tame there be Cropers, (arryers, 
s,(and too many to name) which all differ, 


our 5 the great Kentifh Hens may,be an in~ 
nce compared to other Hens. And doubt. 
e there isa kind of {mall Trout, which will 
et thrive to be big, that breeds very many 
re then others do that be of a larger fize ; 
ich you may rather believe, if you confider 
t the little Wren and Tumoufe will have 
entie young ata time, when ufually the no- 


eed not four or five: 
And now I fhall trie my skill to catch a 


rection how you your felf thall fith for him, 
Venat.Truft me, Mafter, I fee now it isa 
fder matter to catch a troxt then a Chub : for 
€ put on patience, and followed you this 


innow nor your Worm. 


im, and two or three turnes more will 


it 


Hawk, or the Mufical Thraffél or Blackbird 


out, and at my next walking either this e- 
ening,or to morrow morning I will give you 


TheCompiete Angler, = 73 


fodo Trours in their bigneffe, fhape and » 


hours, and not feen a Fifh ftir, neither at 


Pifc. Well Scholer, you muft indure worfe. 
fometime, or you will never make a good a, 
ler. But what fay you now ? there is a 

now, anda good one too, if I can but 


him : ‘Now you fee he lies {till, and the 
ht isto landhim ; Reach me thar Lend- 


ing Net : So (Sir) now heis mine own 
what fay you ‘now ? is not this worth aj} 
my labour and your patience ? 
Venat. Onmy word Matter, this is a gallant 
Trow,what fhall we do with him? 

Pifc. Marrie e’en eat him to. fuppér: We'l 
gotomy Hoftis, from whence we came; the 
told me, as I was going out of door, that my 

_ brother Peter,a good Angler anda chearful com. 
~panion, had fent word he would lodge there to 
night, and bring a friend with him. My Ho. 
{tis has two ae and [know you and I may © 
have the beft: we'l rejoice with my brother | 
Peter and his friend, tell tales, ox fing Ballads, | 
_ or makea Catch, or find fome harmeleffe {port | 
- to.contentus, and paffe away a little time with. 
out offence to God or man, : 
_ Fenat, A match, good Matter, lets go to that 
 honfe, for the linnen looks white,and f{mells of 
Lavender, and Llong to lieina pair of fheets 
that fmell fo : lets be. going, good Matter, forl 
am hungrie again with fihing. 


Rift. Nay, ftay, a little, good Scholer, I 

eaught my laft Trout witha Worm, now.t will 
 putona Minow. and trie a quarter ofan hour 
about yonder trees for another, and fo walk 
towards our lodging, Look you, Scholet, 
thereabout we fhall have a bit prefeatly, ot 
notat all: Have with.you,(Sir!)om my word 
have him. Qh it is a great. leggertesde’ 

Boe is : Ri tg Chubs 


Bede TET ‘ 
ete LS, Mae Ma STAR | 
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Come, hanghim upon that Willow 
‘and letsbe going. Butturn out of the 
a little, good Scholer, towards yonder 
hedge: We'll fit whilft this fhowre falls fo” 
itl upon the teeming earth, and gives yer. 
eter {mell to the lovely flowers that adorn 
yerdant Meadowes. om 
k, under that broad Beech-tree, I fate 
wn when Iwas laftthis way afithing, and — 
irds in the adjoining Grove feemed to 
a friendly contention withanEccho, with 
echo whofedead yoicefeemedtoliveina 
ww cave, near tothe brow of that Prim- “ 
hill, there I fate viewing the filver-ftreams 
filently towards their center, the tempe- 
Sea: yet fometimes oppofed by rugged 
, and pibble ftones, which broke their 
es, and turned theminto foam : and fome- 
s Lbeguil’d time by viewing the harmlefs 
bs, fome leaping fecurely, in the coo] fhade, 
ft ethers {ported themfelves in the chear- 
yn: and tay otherscraying comfort from 
‘fwoln, Udders of. their’ bleating Dams. 
thus fate thefe and other fights had fo fully 
eft my foul with content, that I thought as — 
thashappilyexpreftit: 
7, that time lifted above edrth 5 
offeft joies not promis d in my hirth. 
Left this place, andenteredintothe next 
fecond pleafure entertained me, “twas. 
coat 


a ae 
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ahandfom milk-maid, that had caft away 5 
cate, and fung like a Nightingale ; her Voigg 
was good, and the Ditty fitted for it, ‘twas that 
f{mooth fong which was made by Ki: Marloy, 
now at leaft fiftie years ago : and the Milk: 
maids Mother fung an anfwer to it, which wa, 
made by Sir Walter Raleigh in his younge 
daies. 
They were old fafhioned Poetrie,but choice, 
ly good, Ithink much better then the ftron 
lines that are now in fafhion in this critical] 
. age. Look yonder, on my word, yonder they 
be both a milking again, I will give her the 
_ Chnb, and perfwade them to fing thofe two 
 fongs to us. © 
God {peeed good woman, I have been a 
Fifhing, and am going to Bleak-Hall to m 
bed, and having caught more Fifh then will 
{up my felfand my friend, I will beftow this 
upon youand your daughter, for Tufe to fell 


none. 


«Milk. Martie God requite you Sir, and 
~ we'l eat it chearfully : and if youcome this 


ee ‘way 4 Fifhing two moneths hence, a grace of 


God Ile give youa Sillibub of new Verjuice, 
in a new made Hay-cock for it, and my Aand- 
kn fhall fing you one of her beft Ballads, for the 
and I both love all Anglers, they be fuch ho- 
- neft, civil, quiet men; inthe mean time will 

you drink a draught of Red Cowes milk,you fall 
have it freely. Ue eumee: Peles 


Hal es eG 


AES MUTT LAUR ELL 
No, I thank you, but I pray do usa 
fie that fhall {tand you and your daugh- 
jothing, and we will think our felves fill 
ngin your debt ; it isbutto fing us a 
, that was fung by youand your daughter, 
ni laft paft over this Meadow, about eight 
daies fince. ; 

. What Song was it, I pray ? was it, 
g foepheards deck yor heards, or, 4s at neon 
narefied; or Philida flomts me, or Chevie 


c= 


. No, it is none of thofe: it isa Song 
our daughter fung the firft part, and you 
he anfwer to it. 
Milk, O I know it now, Llearn’d the firft 
nmy golden age, when I was about the 
my poor daughter ; and the latter part, 
indeed fits me beft now, but two or - 
ears ago, when the cares of the world. — 
to take hold of me : but you fhall, God — 
i¢, hear them both, and dung as well as 
n, for we both love Anglers.. Come — 
lin, fing the firft partto the Gentlemen _ 
-merrie heart, and Ie fing the fecond 
‘ou haye done. Regia 


The Milk-maids Song, 


e with me and be my Love, 
‘wwe will all the pleafures prove 
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+ That valleys, roves, or bills, ov fields; 
Or woods and fleepy mountains yeelds. 


Where we will fit upon the rocks, 
_ ¢eAlnd fee the Shepherds feed our flocks 
. By fhallow rivers, 10 whofe falls 
eMellodious birds fing madrigals. 


&And I will make thee beds of Rofes; 
And then athoufand fragrant Pofies, 
A cap of Flawers, and a Kirtle 

- Imbroydered all with leaves of Mirtle, 


ef Gown made of the finef? wool 
"Which from our pretty Lambs we pulls 
Slippers lin'd choicely for the cold, 

© with buckles of the puref? gold. 


a 


eA Belt of Straw and Ivye-bids, 
With Coral clasps and Amber fiuds +. 
” And if thefe pleafures may thee moves 
Come live with me and be my Love. | 


© Lhy filutr difhes for thy meat, 

As precious as the gods do eat, 

Shall onanIvorytablebe 
' Prepar'd each day for thee and me. 


The Shepherds Sieaini foal. chance wid fing 
_ For thy delight each May morning 


Ae: i 


ofe delights thy mind way move, 
hve with me.and be my Love, 


k-maid all the moneth of May, becaufe 
y are not troubled with cates, bu¢ fing 
ly all the day, and fleep fecuiély all the 
and without doubt honeft, innocent, 
Mandlin does fo. Vle beftow Siz Thomas 
mry s Milk-maids with upon her, Thar - foe 
ye tn the Spring, and hawe good flore of flowers © 
bvound about her windnig* beet. CN 


The Milk-maids Mothers Anfwer | > 


ime drives flocks from field to fold’ 
ben vivers rage, and rocks growcold, °°). 
hilomel becometh duimb, na hiand 
Ref? complains of cares to come. 


e's do fade, and wanton fields 
ward Winter reckoning ‘jeelds. 
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A honey tongue, a heart of gall; 
Is fancies Spring, but forrows fall. 


Thy gowns, thy foooes, thy beds of rofes, 
Thy cap, thy kirtle, and thy pofies, 

Soon break, foon wither, oon forgotten 
In folly ripe, in reafon rotten. 


Thy Belt of Straw and Ivye-buds, 
Thy Coral clasps and Amber fiuds, 
eAlll thefe in me no means can move 
To come to thee and be thy Love. 


What foould we talk of dainties then 
Of better meat than's fit for men ? 
Thefe are but vain : that’s onely good 


Which God hath bleft, and fens for food. 


But could Youth laft, and love fill breed, 
_ Hadjoyes no date, nor age no need 5 
Then thofe delights my mind might move, 
To bve with thee and bethy Love, 


 Pife. Well fang, good Woman, I thank you; 
Tle give you another dith of Fifh one of hele 
dayes,and then beg another Song of you. Come 
Scholer, let —ACaudhn alone, es not you offer 
to fpoilher voice. Look, yonder comes mine 
Hoftefs to call us to fupper. How now ? is my 
brother Peer come Rov coe 
oe TE et eh ae Pe: Fol 

' Se 
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Yes, anda friend with’ him, they are 
gladto hear you are in thefe parts, and 
fee you, and are hungrie, and longto 


; fupper. } 


CHAP. V. 


e direttions how to fifh for, and howto — 
wake for the Trout an artificial Minnow 
nd Fly, and fome merriment. 


Y'Ell met Brother Peter, 1 
heard you and a friend 
would lodge here to night, 
to _ and that hath made me and 
nd caft to lodge here too : My friendis 
would fain be a brother of the.angle, — 
been an angléy but this day, and I haye — 
him how to catch a Chub by daping with 
opper, and he hath caughta lnftie one of 
inches long, But, I pray Brother,who 
S your companion ? yeas 
- Brother Pifcator, my friend isan ho- 
guntrie-man, and his name is Cortdon, a 
nright , wittie, merrie companion 
ime here purpofely toeata trout, and 
dealant, and I have not yet wet my 
eI. came from home : but I will 
© morrow with a trot for his 
Sects: break. . 


breakfatt , if the weather be any thing like. 
_ Pie. Nay; brother, you thall not delay hi 6 
fo longs for look you, hereisa Trem: <<” 


om een | 


gill All ig teafottble bellies, Come Hoftel, 


_. drefs it prefently, and get us what other meat 
the bake willafford, and give us fome of yout 

beft Barley-wine, the good liquor that out ho. | 

nelt Forefathers did ue to drink of, which pre. | 


-ferved their health and made them live fo long, 


and to do fo many good deeds. ~ | 
Peter, On my wordthis Trout is in. perfed | 
-feafon. Come, I thank you, and here is a hearty 

draught to you, and to all the brothers of the} 
, bake wherefoeyer they be, and to my young) 
brothers good fortune to morrow : Twill far 
nifh him witha Rod, ifyou will farnifh him) 
with the reft of the Tacklin >, we will fet him 
ap and make hima Biher 7097 


"and Twill tell him one thing fog'his ineos 


<isiapnaart aed 
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pent, that his fortune hath made him) haps. 
to beaScholerto fucha Mafters a Mafter 


m as well how. to catch and cook them, from 
¢ Minnow to the Salnon, as any that I ever, 
met withall. yay 
Pie. Truft me, brother Peter, I find my 
ic 

- sh isto be free. and pleafant, and civilly 
ie, that my tefolution is to hide nathing: 


is is my refolution ; and fo hete’s to you a 


eft Artof Angling. i a 
Ven. Truftme, good Mafter, you fhall not 


« 


tre. : dehy 
*Tis enough, honeft Scholer, come 
fupper. Come my friend (oridon. this 
mt looks lovely, it was twentie two inches 


ks better in this good fawee. 


knows as much both of the nature and. 
eeding of fith as any man: and can alfo tell 


‘Indeed honeft friend, it looks well,and | 
yell, I thank you for it, and fo does my 
| ea friend 


ler to be fo. futable pie! own humour, _ 


at [know from him. Believe me, Scholer, | 


rty draught, and to all that love us, andthe | 


your feedin barren ground, forlhopeta  ~ 
m you an increafe anfwerable to your | 

3 but however you fhall find me obedi- 
and thankful, and ferviceableto my beft 


nit was taken, and the belly of itlooked | 
:partofitas yellow as a Marigold; and — 
of it as white asa lilly, and yet methinks ~ 


me 


Sh Ree Domprere “Anger. 
friend Peter, or elfe he isto blame. 


ase Pet. Yes;and fol do, we all thank you, nad : 


- when'we have fupt,t will get my friend C oriduy 
to fing youa Song forrequital, oan 
Gor. Vill fing a fong ifany body: will fing 
‘s another; elfe, to Be plain with you;:/ ‘ypill fing | 
~ none :1 am none of thofe that fing for meat, but 
__ for'comnpanie : Lay, “Tis merrie i Hall, when - 
pinmipainee vin 1 alert tod op rolar 
'» Pife. Viipromife you Tl fing a fongthat was | 
ately made at my-requeft by Mr. William Bafe, 
‘one that hath made the ‘choice Songs of. the 
Hunter in bis careere, and of Ton of Bedlam, and ' 
many others of note 5 and this that I will fing is 
in praife of Angling. y hana) 


Cyr, And. then mine thal) be the praife of a | 


Saree eee 


 Countrie mans life : What ‘will the:reft fing | 
eapay. S02)! LOTS WR Coed Oe ae 7 | 
Pet, Tewillipromife you I will fing another 
- Song in praife of Angling to morrow:night, | 
_ for we will not part till then, but Fifhto mor. — 
‘tow; and fup together, ard the next day every 
manileave Fifhing, arid fall to his bufinefle. | 
~ Kenat. °Tis a matchyandI will provide you | 
a Song’ ora Catch againft . then ‘toos)’ which 
hall give fome addition of mirth to: the :com- 
pany 5 for we will be civil and merrie too. 
”. Pife. *Tis a match my Matters, lets ev’nr fay 
-Giace, and turnto the fire, drink the other 
“to, wet our whiftles, and fo fing away all 
ithoughts, RP lia «Come 


Come on my. Matters, ‘wha be begins I think 
beft to draw cuts, and avoid contention. « 
Pet. Itisa match, Look the wpa cut fals 


Conipows Sng. 


Oh the fiveet contentment. 5. 
The country man doth find! 
high trolellie lollie los. 
high trololle Vee, i. 
bat quit contemplation. 
Cfeth all my mind : 
Then care away y.§ 60 yu 
and wend along with me. 


‘or Convts ave full of fey 
is hath too oft beentri'd ;, \ 


oh ‘ie oe seine ma aa 
ks truly from hys heart... 
ugh trolollie lollie ‘Toe, Ore. 
om “bm his ese 5 


! ‘ + gel 
sO 26 LY 
AR queandy, aj 2 
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- Our cloathing is good foeep skins , bs 
“Gray tuffet for our wives , 74 
high trololhe lolise-loe, Ge. 
"Tis warmth and not gay clothing 
that doth prolong onr lives : 
_. Thencare away, &c. 


The ploughman, though he labor hard, 
Yet on the Holy-Day, 
high trolollse lole los, 6. 
. No Emperour fo merrily 
does palfe his time away : 
hen care away, &c. 


To recompence our tillage 5 

The Heavens afford us fliowrs 5 
high trololle lollie loe, ec. 

And for our {weet refrefbments 

she earth affords us bowers : 
‘Then careaway, &c. 


The Cuckoe and the Nightingale 
Full merrily do fing » 

high trotollie lollie loe, oe. 
And with their pleafant roundelaies \ 
bid welcome tothe Spring. 
_ ‘Then care away, 8c. 
This is not half the happineffe 


the country man injoies Ro MOnL 


"high trolollie lollie-loe, Co. Themgh 


oy SO ee Cm 
ough others think they have at mnth; ¥ 
hethatfaresfolies: * 
‘Then comeaway, turn 

Country. man.with ine: 
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Pifc. Well fang Coridon; this Song was 
g with mettle, andirwas choicely fitted to 
ecafion ; I fhalllove youfor.itaslong as I 
you: Iwould you werea brother oe the 
gle, for 2. companion that is chearful, and 
e from {wearing and {eurrilous difcourfe, is 
rth gold, J Jove fuch mirth as does ‘not 
ke friends afhamed to look upon one another 
¢t morning ; nor men (that cannot well bear 
o repent the money they {pend artes they 
waited with drink : did take this for a 
e, You nay pick out fuch times and fuch 
anies, that you. may make iyour' felves 
trier for a little then a. great deal. of money 5 
"Tis the company and not the charge that wankes 
aft: and fach a companion you prove, I 
ink you for it. AA uania cy pa von 
ut I will not complement yotiout of the — 
bt that I owe you,.and thereforel willbegim 
jorig, and with itmay be as wellliked. 


C4. Sa he 


fon we nme eee oR 


The Anglers Song. - 


Abs inward love breeds outward talk 5 | 
© The Hound fome praife, and fome the Hawk ; 
Some better pleas'd with private stort, 
UVje Fenis, fome a Miftrels court: ~ 
. “But thefe delights I neither wifh, 
- | Nor envy, while I freely fifo. 


N 


- . Wholunts, doth oft im danger vide; 
_ Whohawks, lures oft both far and wide'3 
+ Whounfes games, fall often prove 
2. A lofers but who falls in love, * 
«Is fettered in fond Cupids fnare: © <~ 
| eM y Angle breeds me no {uch care. 


iY 


Of Recreation there is none 

i So free as Fifing 1 alone 5 ee 

“eAll: re cn donolefe = 

\ ‘Than mind and body both poffefe: ° 

+. eAMby hand alone my work.can do, 
_ Sol canfifh and fludy too... 


“4. sD eave-noty 1, to fifoinfeas, 9 

Frefo rivers beft my mind do pleafes. 

-  Whofe {weet calm conrfe I contemplate, 
— @And {eek in life to imitate : 

-  Incieil bounds.d fan would keep, 
atnd for my paft offences weep. . 


ay 


Ath 


when the timorous Trout J yaip) 0. : 
ake, and he devours Op UML ILO one 
p poor athing forsctimes I fad: ol Lon. 
all captivate a greedy mind : tine 
And when none bite, 1 praife the wife, © « 
Whom vain allurements ne’re furprif gt 


yet though while 1 fifb, 1 faff, 20k geiiniotg 
ke good fortune my repaft 5 mre 
thereunto my friend invite, Pa 
whom I more than that dehoht. | og 

Who ts more welcom to my Z if telod 
Then to my angle was my fifh. 


well sonteni no prive totake, 

j ufe of taken prize to make : Waban 

‘fe our Lord was pleafed when Y aD 
‘ners made Fifvers of men: °° 3) 

Where (which ts inne other game) 

A man may fifb and praife his Name, 
‘ Rs 


fixft men that our Saviour dear 

chufe to wait upon himhere, 

ft Fifhers were, and fifo the laft - 

‘was, that he on earth did tafte. 
erefore firive to follow thofe, 

hor be to fokoyy him hath chofen 


Bh SAS eS 

Cor. Well fung brother, you have paid you 

debt in good coine, we Anglers. areall behold. | 

ing to the good mas that siade this Song, | 
- Come Hoftefs, give us more Ale, and lets drink 

to him, 3 re 

And now lets every one goto bed that we | 

may rife early 5 but firftJets pay our reckoning, 

for I will have rioting to hinder me itt the 
i motsings for my purpofe is to.preventthe Sun. 

rifing. ‘ | 

Pet A match: Come Coridon, you ate to be | 
my Bed-fellow:-I know, brother, you and 
your Scholer will lietogether -but where fhal] 
Wwe meet to morrow night ? for miy.friend Co- 
ridonand I will go up the water towards Ware, 
Pife. And my. Scholer and Iwill, go dow 
towards Walam. AN va 
_ Cor. Then letsmect here, for hereare frefh 
fheets that {nell of Lavender, and Iam {ure we 
cannot expect better meat, or -better.ulage in 
any place. sh 

Pet. Tis a match.Good night to every body. 

Pifc. And fo fay. ; oie 

Fenat. And fofayd. 


, 


Pifc. Good morrow goad Hoftels,dfee my 
brother Peteriis ftill.im bed: Come give my, 

. Scholer and me.a\Mornings-drink, vanda bit of 
‘meat to breakfaft, andbe fure to - a goo 
ith of meat or two againft fupper, for we fhall 


come. 


; et) ae 


The Complete Angter. ot 
omeas hungry as Hawks. Come Scho- 
ts be going. . : 

at, Well now, good Mafter, as we walk 
ds the River give me dire@tion, accor- 
g to your promile, how I fhall fith for.a 


¢. My honeft Scholer, I will take this ve- 
yenient opportunity to do it, inet 
Trout is ufually caught with a worm ora 
innow, (which fome calla Pepke) or witha 
VX: either anatwral or an artificial fli: con- 
ning which three I will give you fome ob- 
ions and directions. ci ihyy 
d firft for Worms : Of thefe there be very 
rts, fome bred onely in the earth, as the 


ents, or in the bodies of living creatures, 
echotns of Sheep or Deer ; or fome of 
fleth yas the wagot or gentleyand. others. 
Now thefe be moft of them particularly 
for particular Fithes: but for the Trane 
e deweworm, (which fome alfo call the Lob- 
andthe Branding are the chiefsand efpe- 
‘the firft for a great ‘Trout, and the later 


d fquirel-tayles,, (a worm that has a'red 
|, aftreak aun the back, and a broad tail) 
are noted to be the beft, becaufe they 
tougheft and moft lively, and live lone 
ge 


rt one 


th-worm ; others of or amongft Plants, as 
\Dug-worm and.others bred either outof — 


defs. There be alfo of Lob-worms fome 


peft.in the water : for you are td know, that 

oad worm is buta dead bait, and liketo Catel 

nothing; compared. toa lively; quick, ftirrin, 
wornt: And fora Branalixgshe isufually foung 
in-an old dunghil;or fomevery rotten’ placg 
near to it: but moft ufually in’ cow-dung gp 

hogs-ding, rather then horfe-dung, ‘which j, 

fomewhat too hot and drie for that worm. Buy 

the beft of them are to be found in the bark | 
of the ‘Tanrers, which they caft up in heaps 
after they have ufed it about their leather; 

- There are alfo divers other kinds of worms, 
which for colour and fhape alter even as the 
is, ground out of which they are got, as the marfh. 

word, the tag-tail, the flag-worm, the dock-worm; 
the cak-worm, the gil-tayle, the twachel or lob. 
worm, (which of all other is the :moft: excellent 
bait for a Salmon) and'too many to name, even 
y many forts, as fome think there be of feveral | 
hearbs or fhrubs,:or of feveral kinds of birds 
in the aire’; of which I hall {ay no more, | 
- pbuttell you, that what worms foever you Fifh 
with fate the better for being long kept before 
they be ufed 5 and in cafe youshave not been fo 
provident, then the. way to cleanfe and {coure 
: thém quickly, is to put them alkmioht in water; 
if they be Lob-worms, and. thenjputthem. into 
your bag with fennel : but: ys uft not put, 
"yout Brandling’ above: an hour-inwater, and 
then pat them into fedinel for fuddeh ufe:: but if ) 
Bacay, , Mime Ne you 


% i 


4 


al 


Le 
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etinic, and purpofe to keep them long, 
“be beft preferved in an earthen pot 
good ftore of Moffe; which is to be frefh 
three'or- four dayes inSummer, and.eve- 
ek or eight daies inWinter ; or at leaft the 
taken from them, and clean wafhed, and 
‘betwixt your hands till: it be drie, and. 
)put it to them again. And when your 
» efpecially the Brandling begins tobe 
and lofe of his bigneffe, then you may 
shiny, by putting alittle milk or cream — 
a {poonfull ina day). into them by drops » 
he mofle; and if there be added to the 
negge beaten and: boiled: in it, then it. 
othfatten and preferve them long. And 
that when the Axor whichis near to the 
eofthe branding begins tofwell, then he 
x, and if he be not:well look’d to is near 
. And for moffe, you, are’ to-note,, that. 
bedivers kinds,of it, whieh I could name 
1, but will onely tell yous that that which 
eft:.a. Bucks horw isthe beft, except it be 
offe, which grows on fome heaths, and 
to be found, And ‘note, that in avery. 
ime,when'you are puttodn extremity for 
Jalnut-tree leaves {queez’d into water, 
in water, to makeit bitter or falt, and 
at water poured ‘on the ground, where 
lee worms are ufed to rife in the night, 
ke them to appear above ground pre- 


And 
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And now, I'fhall thew you how to bait yo, 
hook with a worm, fo as fhall prevent You. 
fiom much trouble, and the lofs of many-a hook | 
too; when you Fith for a Trom with arannin, 
line : that is to fay, when you fith for him 4°. 
hand at the ground, I willdire& you in this a 
plainly as I can, that you may not miftake. f 
Sappofe it be a big Lob-worm, pat your hook. ins, 
him fomewhat above the middle, and out again a litt), 
below the middle : having fo done, draw your worry, 
above the arming of your book, (but note that at the 
entring of your hook, st muft not be atthe head-cnd of 
 theworm, but at the taile-cnd of him, that the pom 
of your hook may come out toward the headsend) and 
having drawn him above the arming of your hook, 
then put the posnt: of your hook, again into the very. 
_ | bead of the worms, till it come near to the place where 
the point of the hook firft came ont: and then dray 
_ back that part of the worm that was above the fhank 
or arming of your heok, and,fo fifh with it. Andif 
_ you mean to fifo withtwo worms, then put the fe: 
cond on before you turn back the books-head of the 
ficft worm, you cannot lofe above two or three worms 
before you attain ta what I dirett yousand having at. 
tan’ ityyou will find it very ufeful,and thankme for | 
it? For you will ran onthe ground without tanglng. 
> Now for the AZinnow or Penk, he is eafily 
- found and caught in A4arch, or in April, for 
then he appearsinthe Rivers, but Nature hath 


taught him to fhelter and hide bimfelf in the 
oe ee | 3 vg 
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n ditches that be near to the River , 
ré both to hide and keep himfelf warm 
datidor inthe weeds; which rot not fo. 
§ ina running River; in which place if 
in Winter, the diftempered Floods that 
lly inthat feafon, would {uffer him to - 
iio reft, but carry him head-long to Mills 
| Weires to his confufion. And of thefe 
mnows, firft you are to know, that the big- 
e isnot the beft ; and next, that the mid. — 
sand the whiteft are the beft: and then 
re to know, that your A4inzow. mutt be fo 
ff yout hook that it muft turn round when 
drawn avainft the {tream,and that it may 
nimbly, you muft. put it ona big-fized 
as fhall now direct you, whichis thus, 
your hook jn at his mouth and out at. 
all, then having drawn your hook 2 or 
shes beyond or through his gill, put it a- | 
into his mouth,and the point and beard out 
taile, and) then tie the hook andhis taile 
t very neatly with a white thred,which wil 
e itthe apter to turn quick in the water: 
done pull back that part ofsyour line which 
flack yvhen. youput your hook into the | 
ow the fecond time. I fay pull that part of 
ick fo that it fhall fafter the head, fo that 
ody of the AZinnow fhall be almoft ftreight 
ur hook ; this done, tric hovy it vvill turn 
avving it crofs the yvater or againfta 
: ftream, | 
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Atreamn, and ifit donot turn nimbly, then tury, 
- the tail’a little to the right or left hand, and tri, 
Jagaine till it turne quick ; for if not, yo 
are in danger to.catch oar for knovv tha 
‘itis:impoflible that it fhould turn too quick. 
‘And you are yet to knoyy, that: in a You | 
“wart a Minnow, then a {mall Loch, ora Stickie 
_ bag; ovany other {mall Fifh will ferve as wel]. | 
-Andyouare yetto know, that you may fal, 
_ -andby.that means keep them fit for ufe three _ 
_ or four daies or longer, and that of falt, bay fal, 
is the beft. j 
+ ‘And here let me tell you, what many olg 
s na know right well, that at fome time, 
- Jandin fome waters. Mimnow isnot to be got, 
_and therefote let me tell you, Ihave {which ] 
swillthew to you). an artificial Minnow, that will 
catcha Trout as well as an Artificial Fe, and it 
-was made by a handfome Woman that hada 
_ fine handand a live minnow lying by her : the 
<mould.ar body of the minnow was cloth, and.wrought 
upon or over it thus with a needle the back,of it with 
very fad French greenfilk,, and paler green filk to- 
___ swards the belly floadowed as perfectly as you canima. 
| gine, juft as you fee a Minnows the belly was wrought 
- alfa with a needle, and it was a part of it white filk,, 
 andanather part of it with filver thred,the tale and 
_. afins were of a quil, which was {haven thin, the eyes 
_ wpene of two little black beads, and the head was fo 
~ fhadowed, and all of a {0 curionfly. wronght and fo 
Periakowt : exabtly 


SS 


7 
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bily aiffembled, that it world beguile any fharpe 
A Trout ina fwift flream. ‘And this Minnow 
‘now flew you, and if you like it; lend it you, to 
two or three made by it, for they be eafily car- 
abont an Angler, and be of excellent ufes for 
hat a large Trout will come as fiercely at a 
mnow, asthe higheft mettle Hawk doth feize 
Partridg, ora Greyhound on a Hare,  haye 
i told, that 166 minnows Hayé béen found 
frouts belly, either the Trout had deyou- 
o many, or the Miller that gayeita friend 
ne had forced them down his throat after 
dtaken hirh,. es cain. 
ww for Fes, which is the third bait wheres 
Trouts are ufually taken. You are to 
>that there areas many forts of Flies a¢ 
eof Fruits: Iwill name you but fome 
m, as the dun-flye; the ftone-flye,the red-flye; 
aor-flye, the rawny-flye; the JSoell-flyes the 
, or blackifh flie,the flag-flhe, the vine-flye: 
be of flies; Caterpillars, and Canker-flyess 
ear—flyes, and indeed too many either for 
name, or for you to remember : and their 
ing isfo various and wonderfall, thatI — 
afily amaze my felf; and tire you ina 
nofthem.§ . 
iby faying a little of ye Caterpillar or the. 
-flye or worm, that by them you may ~ 
whata work it were ina Difcourfe but 
Ht te 


nd yet I willexercife your promifed pati- a 


~ torunover thofe very many flies, worms, ang 

little ming creatures with which the Sun ang 

Summer adorn and beautifie the River bank, 

and meadows ; both for the recreation and con. 

_ templation of us Anglers,and which (I think) 

_ amy felf enjoy more then any other man that is 

~ not of my profeffion. ; 

Pliny holds an opinion, that many have their 
birth or being froma dew that in the Sprin 

falls upon theleaves of trees ; and that fome 

kinds of them are froma dew left upon herbs 

or flowers; and others froma dew left upon 

- €olworts or Cabbages : All which kinds of 

_ dews being thickned and condenfed, are by the 


Suns generative heat moft of them hatch’d, and - 


inthree daies made living creatures ; and thefe 
of feverall fhapes and colours; fome being hard 
and tough, fome fmooth and foft ; fome are 
hernedin their head, fomein their tail, fome 
have none: fome have hair, fome none: fome 
have fixteen feet, fome leffe, and fome hay 
none,but (as our Topfél hath with great 
ae diligence obferved) thofe which have 
hte none, move upon the earth or upon 


. broad leaves, their motion being not 
_ unlike tothe waves ofthe fea, Some of them 
he alfo obferves to be bred of the egsof other 


Caterpillers, and that thofe in their time turne 


to be Butter-flyes : dnd again, that their egs- 
 -tarne the following yeer to be rerio 
i And 
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fom affirm,that every plant has his particu- 
ye orCaterpiller,which it breeds and feeds. 
e feen, and may therefore affirm it: a 


ty 


the belly, four under the neck, and two neer 
tail. Itwasfound on a hedge of Priver, 
-was taken thence, and put into a large 
anda little branch or two of Priyet. 
toit;on whichI faw it feed as tharply as 
@ gnawesa bone : it lived thus fiveor fix 
s, and thrivedjand changed the colour two 
ree times,but by fome negle& in the keep- 
‘it, it then died and did not turn toa flye : 
if it had lived , ithad doubtleffe tur- 
o one of thofe flies that fome call flyes 
, which thofe that walk by the Rivers, 
n Summier, fee faften on fmaller flyes; and 
k make them their food. And’tis obfer- 
that as there be thefe flies of prey which 
y large, fo there be others very little,cre-. 
think onely to feed them,and bred out of 
w not what ; whole life, they fay, Nature 
ed not to. exceed an hour, and yet that 
thus made fhorter by other flies; or acci- 


endlefs to tell you what the curious fear- 
nto Natures productions haye obferved 


hat dldrovandus, our Topfelj and othérs 
ae fay 
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en Caterpiller, or worm, as-big as a {mall 


feod, which had fourteen legs, eight. 


fe Worms and Flies: Butyet Ifhall tel} of 


160 ‘The Complete Angter, 
fay of the Palmer-worm or (aterpillar >» Thar 
‘whereas others content themfelves to feed 9 

articular herbs or leaves, (for moft think tho, 
vety leaves that gave them life and fhape, give 
them a particular feeding and nourifhment, ang 
that upon them they ufually abide) yet he ob. 
ferves, that this is calleda pilgrim or palmer. 

“worm, for his very wandring life and various 
food ; not contenting himfclf (as others do) 
with any one certain place for his abode, nor a. | 
ny cettainkind ofherb or flower for his fee. 
ding ; but will boldly and diforderly wander 
»  upanddowne; and not endure to be kept to q 
diet, or fixt to a particular place. eae 

Nay, the very colour of (aterpillars are, as 

one has obferved, very elegant and beautiful ; 
Thhall (fora tafte of the reft) defcribe one of 
them, whichI will fometime the next moneth 
few you feeding ona Willow tree, and you 
foall find him punctually toanfwer this very 
defcription ; His lips and mouth fomewhat yellow, 
bis eyes black.as fet, his forehead purple, his feet 
and hinder parts green, bts tayl two forked and 
- black_5 the whole body ftain’d with a hind of red Spots 
which run along the neck and flonlder-blade, not un- 
Like the form of Saint Andrew’s Croffe, or the let 
per X, made thus croffe-wife, and a white line drawn 
_ dovwn his back to his tayl ; all which adde much beau- 
ty to lus whole body. Andit isto me obfervable, 
that ata fixed age this Carerpiller gives over 0 
; “ i) 4 i eat 
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and towards Winter comes to be covered ee 
with a ftrange fhell or cruft calledan 4g- — 
and fo livesa kind ofdead life, without 
all the Winter ; and (as others yi, 5, 
. : vem Sir 
syeral kinds turn to be feveral Fra.Bacon “a 


ads of flies and vermin the Spring {7-728 


if 


i 
, 
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owing) fo this Caterpiller then turns bis Najera 
a pated Butter-flye. Hiffory, 


ome, come my Scholer, you fee the River 
s our morning walk, and I will alfo here 
my difcourfe, onely as we fit down under 
Honey-fuckle hedge, whilft I look a Line to 
he Rod that our brother Peter hath lent you, 
Il for alittle confirmation of what 1 hse hg 
, tepeat the obfervation of Du Bartas : 


ydnot contented to each kind to give, 6. Day of 
ro infufethe vertue generative, meee: 
his wile power made many creatures bred 

imele(fe bodies without Venus deed, 


the cold humour breeds the Salamander, 
(neffett) like to her births commander, 
hild with hundred winters, with her touch 


in the fire in burning furnace springs 
eraulta with the flaming wings 5 

the fire it dyes, init wt joyes, 

that which all things elfe deftroyes. 


3 
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fe f pike View Gah 
~ So flow Bootes underneath him fees Herbal xe 


 Inth’Icy Iflands gollings hatcht of trees, Cmbden, 
Whofe fruitfal leaves falling into the water, 
Are turn d (tis knéwn) to living fowls [oon afier. 


_ Sorotten planks of broken flips do change 4 
_ ToBarnacles. O transformation firange | 

| Twas firft a green tree, then a broken hull, 

Lately a mafbrome, now a flying Gull. 

Venat. O my good Mafter, this. morning 

walk has been {pent to my great pleafure and 
wonder: but, I pray, when fhallI have your 
direGtion how to make artificial flies, like to 
thofe that the Trout loves beft? and alfo how 
— toufethem? — : Ee NANT 
Pic. My honeft Scholer, itis now paft five 
ofthe Clock; we will fith till nine, and then go 

to breakfaft: Go youto yonder Sycamore tree, 
and hide your Bottle of drink under the hollow 
root of it; for about that time, and in that 
place, we will make a brave break faft-witha 
piece of powdered Bief, anda Radifh or two 
that | have in my Fith-bag 5 we fhall, 1 warrant 
you, make a good, honeft, wholfome, hungry 
breakfaft, and I will give you direction for the 
making and ufing of your flie : and in the 
_ mean'time there is your Rod and Line; ‘and my 
advice is, that you fith as you fee me if 
ait us icy nahbe Pigiia Rauaed it iat arone and 


eee 


Ba rate Be eee es i. See 
's tty which can catch the firft Fith. 
at. 1 thank you Mafter, I will obferve 
practice your direction as far as 1am able. 
ufc. Look you Scholer, you fee Ihave hold _ 
ood Fifh: Inow feeitisa Trout, I pray, 
hat Net under him, and touch not my line, 
fyoudo, then we breakall. Well done _ 
Schuler; I thank you. 4 
* Now for another. Truftmelhave another | 
 : come Scholer, come lay down your Rod, - a 
d help me to land this as you did the other, | 
,now we fhall be furc to havea good dith of 
forfupper. : 
Venat. 1am glad of that, but] have no for- 
: fure, Mafter, yoursisabetter Rod, and 
ter tackling. ae 
. Nay, then take mine, and I will fith 
thyours. Look you, Scholer, I have ano- 
; come, do as you didbefore. And now I 
abite at another: Ohme! he has broke — 
; there’s halfa line and a good hook loft, 
Venat. Mafter, Icanneither catch with the | 
nor fecond Angle: Thaveno fortune. 
Pifc. Look you, Scoler,1 have yet another : 
ow having caught three brace of Trouts, | 
Itell you a fhort Tale as we walk towards 
aktatt: «4 Scholer (a Preacher Ifoould 
vat was t0 preach to procure the approbation of | 
a, that he might betheir Letturer, had got 
is Fellow-pupil the copy of afermon that was 
‘ual 


. 
e 
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es Girt preached with a great commendation by him tha, § 
compofed and preach dit; and though the borrove, 
of st preach d wt word for word, as it was at firft, yee 
it was utterly difliked as it was preached by the [e 
cond: which the fermon-borrower complained oF to 
the lender of it, and was thys- anfwered 3 I lent yon 
indeed my Fiddle, dt not my Fiddleftick 3 for Jor 
_ areto know, that every one cannot make mufick with 
wy words, which are fitted for my own mouth. And : 
fo, my Scholer, you are to know, thatas the ill 
pronunciation or ill’accenting of words in a 
Sermon {poils it, fo the ill carriage of your ling, 
ornot fifhing even toa foot ina right place, 
_ makes you lofe your labour: and you are to 
know, that though yon haye my Fiddle, that is, 
' my very Rod and tacklings with which you 
feeI catch Fifh; yet you have not my Fiddle. 
fick, that is, you yet have not skill to know 
how tocarry your hand and line, nor how to 
guide it to a right place : and this mutt be 
taught you (for you are to remember I told 
you, Angling isan Art) either by practice, ora 
long obleryation, or both. Buttake this for a 
rule, whenyou fh for a Trout witha Worme, 
_ Jet your line have fo much, and not more Lead 
than will fit the ftream in which you fith ; that 
isto fay, more ina great tronblefome ftream 
than ina fmaller that is quieter ; as near as may 
be, fo muchas will fink the bait to the bottom, 
and keep it fill in motion, and not more, 


Bu 


feta caked tidal Sahay is) ee 
now lets fay Grace and fall to break faft = 
fay you, Scholer, to the providence of an : 
angler > does not this meat tafte well >and 
t this place well chofen to catit? for 
ycamore tree will fhadeus from the Suns 


mw. All excellent good, and my ftomach 
lent good too. And I now remember 
nd that true which devout Leffizs faies, 
poor men, and thofe tbat faft often, have much 
pleafure in eating then rich men and gluttons, 
hyays feed before their flomachs ave empty of 
laft meat,and fo rob themfelves of that pleafure 
monger brings to poor men. Andido ferioufly 
ove of that faying of yours, Thar you had 
7 be a civil well-grounded, tenperate poor An- 
hen a drunken Lord. But I hope there. is 
fuch, however lam certain of this, that I 
been at many very coftly dinners that 
not afforded me half the content that this 
one, for which I thank God and en 

dnow good Mafter, procced to your pto- 
1 direction for making and ordering my 
cial flie. ide 
My honeft Scholer, I will do it, for it fy 
ebt due unto you by my promife: and 
e you fhall not think your felt more en 


_ fyin April, the body is made of black wool made 
yellow under the wings, and under the taile , 
and fo made with wings ofthe Drake. The | 
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Angle, an honeft man, and a moft excellen, 


_ tharthe natural flie cannot be feen, or reft up. 
- onthem.) The firft is the den—fly in ALarch, the 


-dan-fly, the body of black wool, and the wings 


_ the body made of red wool wrapt about with 
‘Drake, with the feathers of a red Capon alfo, 


tail. The fifth isthe yellow or greenifh-fly (in 
«May Vikewife) the body made of yellow wooll, | 
- andthe wings made of the red cocks hackel or 


-_ the herle of a Peacocks tail; the wings are 
- made of the wings ofa brown Capon with his 
blue feathers in his head, The feyenth is 


Fhe-fifher. ; 
You are to note, that there are twelve king, 
of Artificial made Flies to Angle with upon the 
top of the water , (note by the way, that the 
fitteft feafon of ufing helt is in a blufterino | 
windie day, when the waters are fo troubled 


body is made of dun wool, the wings of the | 
‘Partridges feathers. The fecond, is another 


made of the black Drakes feathers, and of the 
feathers under his taile. The third is the: /fone. 


fourth is the ruddy-fly in the beginning of ay, 
black filk and the feathers are the wings of the | 


which hang dangling on his fides nextto the 


tail.’ The fixth is, the dlack-fly in A4ay alfo, the 
body made of black-wool and lapt about with 


yellow-fly in Pune, the body is made of black- 
, with a yellow lift on either fide, and the 
taken off the wings of a Buzzard, bound — 
ack braked hemp. ‘The eight is the #o0- 
nade with the body. of duskifh wooll, 
che wings made of the blackifh mail of the 
. The ninth is the rawayfly, good untill 
iddle of Pune; the body made of tawny- 
, the wings made contrary one againft sa 
¥; made of the whitith mail of the wild 
ke. The tenthis the Wajp-fly in Fuly, the 
y made of black-wool, lapt about with yel. 
Ailk, the wings made of the feathers of the 
rake, or of the Buzzard. The eleventh is, the 
ly, goodin mid fuly, the body made of 
ifh wool, lapt about with the herle of a 
cocks tail; and the wings made of the 
gs of the Buzzard. The twelfth is the dark 
e-fly, good in Augujt, the body made with © 
k-wool, lapt about vvith black filk; his - 
vings are made vyith the maile of the black 
ike, vvitha black head. Thus haveyou a 
‘of flies likely to betray and condemn all, 4 
outs in the River. ee 
fhall next give you fome other Dire&tions 
e-fithing ,jach as are given by Mr.Thomas 
v,a Gentleman that hath {pent much time 
hing : but I fhall do it vvith a little varia- 


Wek X 
ft, let your Rod be light, and very gentle ‘ 
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lake the beft to be of tvvo pieces, and let Nor 
your Line exceed (efpecially for three or fou, 
links next to the hook) I fay, not excead threg : 
or four hairs at the moft, though you may Fi}, 
alittle ftronger above in the upper part of your 
_ Line: but if youcan attain to Angle with ong 
hair, you fhall have more rifes, and catch more 
Fith. Now you muft be fure not to cumbey 
yout felf with too longa Line, as moft do; 
- and-before you begin to an le, caft to haye 
the wind:on your back, and the Sun (if it” 
 fhines) to be before you, and to Fifh down the 
 ftream; and carrie the point or top of your — 
Rod downward,by which means the fhadow of 
~ your felf, and Rod toowill be the leaft. offen. 
five to the Fihh, for the fight of any fhade ama. 
zes the Fihh, and fpoils your {port, of which 
you muft take a great care. \ 
In the middle of A4arch (till which time a 
man fhould not in honeftie catch a Trout) or in 
» eA pril, ifthe weather be dark, ora little win- 
die or cloudie, the beft Fithing is with the 
 Palner-worm, of which I laft ake to you, 
‘hut of thefe there be divers kinds, or at leaft of | 
divers colours ; thefe and the A4ay-fly are the 
eround ofall Flie-Angling, which are to be 
.. ¢hns’ made. 
- Firft, you muft arme your hook with the line 
in the infide of it, then take your Sciffers, and 
eat fo much of a brown Malards feather as in 
he. YOUR 


ee 
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wnreafon will make the wings of it, 
ing withall regard to the bignels or lit. 
of your hook, then lay theoutmoft part 
our feather next to your hook, then the 
t of your feather next the fhank of your 
and having fo done, whip: it three or 
mes about the hook with the fame ‘Silk, 
which your hook was armed, and having 
he Silk faft, takethe hackel of a Cock, or 
ws neck, or a Plovers top, whichis ufually 
¢: take off the one fide of the feather, and 
take the hackel, Silk or Crewel, Gold 
yer thred, make thefe faft at the bent of 
hook, that isto fay, below your arming 3: 
you muft take the hackel, the Silver or 
ld thred,and work it up to the wings, fhifting. 
Iiremoying your fingers as you turn the: — 
bout the hook : and ftill looking at everie” 
er turn, that your Gold, or what materials’ 
youmake your Flyof,do lie right and) _ 
3 and if you find they do fo, then when 
ave made the head; make all faft, and then 
your hackel upto the head, and make 
and then witha needle or pin divide 
a two, and then with the arming ~ 
whip it about crofs-waies betwixt the 
and then with your thumb you muft. 
point of the feather towards the bent ‘ 
ook, and theriwork three orfourtimes 
he fhank of the hook, andthen view the - 
pro- 
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_-- proportion,and ifall be neat and to your liking, 
faften. ; 
’ I confefs, no direction can be given to make 
amanof adullcapacitie ableto makea Flig 
well: and yet I know,this with a little pradiic, 
will help an ingenuous Angler ina good de, 
gree: butto fee a Flie my by an Artift iy 
that kind, is the beft teaching to make it, and 
- . then an ingenuous Angler may walk by the Ri. 
yer and mark what Flie falls on the water that 
day, and catch one ofthem, ifhefee the: Troz, 
leap ata flie of that kind, and then having al; 
_ waies hooks readie hung with him, and having 
 abagalfo, alwaies with him with Bears hair, of _ 
ate ‘halk of abrown or fad-coloured Heifer, 
hackels of a Cock or Capon, feverall coloured 
~ Silk and. Crewel to make the bodie of the flie, 
the feathers ofa Drakes head, black or brown | 
Sheeps wool, or Hogs wool, or hair; thred of 
Gold and of Silver : Silk of feverall colours 
_ (efpecially fad coloured to make the flies 
head: ) and there be alfo other coloured fea: 
thers both of little birds and of peckled foul. I 
fay, having thofe with himina bag, and try- 
_ ing to make a flie, thoughhe mifs at firft, yet 
fall heat laft hit it better, even to fucha per, 
2 fection which none can well teach him; and if 
he hit to make his Flie right, and have the luck 
 tohitalfo where there is ftoreof Trours, 2 
_ dark day, anda right wind, he will catch a 
: fore 
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of them, as will encourage him to grow 
and more in love with the Artof Fh. 


* But my loving Mafter, if any wind 
ot ferve, then I with I were in Lapland, to 
ood wind of one of the honeft Witches, 
si fo manie winds, and fo cheap. 
Marrie Scholer, but I would not be 
nor indeed from. under this tree: for 
10w it begins to rain, and by the clouds 
Imiftake not we hall prefently have a 
King fhowre, and therefore fit clofe, this 
gmore-tree will fhelter us : and I wil tell you, 
fhall come into my mind, more obfer- 

ion of flie-filhing for atrout, vice 
t firft for. the wind, you are to take notice, 
f the winds the Soxthwind is {aid to be het. 
ebferves, Thac ee an 


When the wind 1 fouth , 
wes your bait into a fifbes mouth, 


ext to that, the We/f yvind is believed to be’ 
eft: and having told you that the Eaft 
sthe vyorft, Ineed not tell yon yvhich: 
is the beft in the third degree: And yet. 
lemon obferves) that He that confiders the 
hall newer fow: fo hethat bufies bis head 
ich about them, (if the vyeather be not. 
extreme cold by an Eaft wind) ie ce a 
ittle - 
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_ day; and not extreme cold, let the Wind fit in 


~ Summer; and alfo nearer the bottoit in an 


- fithing for a Trout, which I may have timee: 
-nough todo, for you fecit rains ir butter : 


little fuperftitious : For as it is obferved ,y. 
fome, That there is no good Horfe of a bad cg, 
lour; fol have obferved that ifitbea cloudy. 


what corner it will, and doits worft. And re 
take this for arule, that] would willingly tq 
ftanding on the Lee-fhore:. and you ate to take 
notice; that the Fifh lies or fwimmes nearer the 
bottom, and in deeper water in Winter than jy 


cold day, and then gets neareft the low fide of 
the water. PVE 
ButI promifed to tell you more of the Flie. 


Firft fora A4ay-flie, you may make his body 
with greenifh coloured Crewel, or Willowifh 
colour’; darkning it in moft places with waxed 
Silk, or rib’d witha black hatr,or fome of them 
rib’d with filver thred ; and fuch Wings for the 
colour as you fee the flie to have at that feafon } 
nay; at that very day on the water. Or you 
may make the Ozk-flie with an Orange-tawny 
and black ground, and the brown ofa Mal- 
lards feather for the Wings ; and ‘you are to” 
know, that thefe twoare moft excellent flies, 


— thatis, the ALay-flie and the Oak-flie. And let 


witha flie or worm, and fith down the ftreams 


meagaintell you, that you keep as far from 
the water as you can poflibly, whether you fift 


and 
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yhen you fith with a flie,ifir be poffible, let 4 
ofyour line touch the water, but your 
nly 3 and be ftill moving your flieuponthe 
r caiting it into the water,you yourfelf 
yalfo alwayes moving down theftreames 
arker commends feveral forts of the Palmer 
not onely thofe rib’d with filyer and gold, 
thers that have their bodies all made of 
ck, or fome with red. and a red hackel ; you 
yalfo make the Havthorn-flye,. which is all 
,» and notbig, but very {mall; the fmaller 
tter; or the Ozk-flye,the body of whieh is 
ange-color and black Crewel; with a brown 
;ora Flye made with a Peacocks feather,is 
ellent ina bright day: You mutt be fure you 
ft notin your Magazine-bag the Peacocks 
ther,and grounds of {uch wool and Crewel as 
ake the Grafhopper:and note that ufually 
alleft flies are beft: and note alfo,that the 
ie does ufually make moft {port in a dark 
ysand the darkeft and leaf flie in a bright or 
ay : and la{tly note,that you are to repair 
ny occafion to your Magazine-bag, and 
hy occafion vary and make them lighter 
according to your fancy or the day. - 
ad now I fhall tell you, that the fithing | 
1a natural flie is excellent, and affords 
pleafure; they may be found thus, the 
-flye ufually in and about that moneth 
the River fide, efpecially again{t rain; — 
I the , 
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the Ozk-flye on the butt or body ofan Oakg 
_ Afb from the beginning of Adayto the end a 
 @Afuge ft; itisa brownifh flie, and eafie tobe 
fo found, and ftands ufually with his head 
_ downward, that is tofay, towards the root of 
__ the tree ; the {mall black flie, or Hawthorn lig 
is to be had on any Hawthorn bufh after the | 
leaves be come forth; with thefe anda thoy, 
Line (as I fhewed to‘angle for a Chub) you may | 
dape or dop, andalfo with a Grafbopper behing | 
attee, or inany deep hole, {till making jy 
to move on the top of the water, as if it were, 
live, and {till keeping your felf out of fight, yoy 
fhall certainly have fae if there be Tronis; 
yeayina hotday, but efpecially in the evening 
of a hot day. ke 
_ t&nd now, Scholer, my direction for Flic. 
_ fifhing is ended with this fhowre, for it hi 
done raining; and now look ‘about you, and 
- fee how pleafantly that Medow looks ; nay and 
the Earth fmells as {weetly too. Come, let me 
tell you what holie Mr. Herbert fayes of {uch 
dayes and flowers as thefe, and then we will 
thank God that we enjoy them, and walk to the 
River and fit down quietly ,and trie to catch the 
other braceof Troms, 
Sweet day, [0 cool, fo calme; fo bright, 
The bridal of the earth and skie, 
Sweet dews flall weep thy fall to might, — 
eae for thon mufi dye. 


Swetl 


Rofe, whofe hew angry and brave 
16 raf garer wipe bis eye, 
y root Ws ever ints grave, 
‘ and thou muft dye, 
t Spring, full of {weet dayes and réfes, 
box where {wees compatted lye 5 
Ly Mufick fhewes you have your clofess 
and all muft dye. 


ely a fipeet and vertuous onl, 

ke feafoned Timber never gives, 

t when the whole vporld turns to coles 
then chiefly hves.. 


Tad 
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at. I thank you, good Mafter, fot your 
direction for Flie-fithing , and for the © 
enjoiment of the pleafant day, which is 
pace without offence to God or man 
thank you for the fweetclofe of your dif- 
with Mr. Herberts Verfes, which Ihave. 
loyed Angling; andI dothe rather be- 
becanfe he hada {piric futable to An- 
ani to thofe primitive Chriftiens that you 
dhave fo much commended. 
Well, my loving Scholer, and. 1 any 
, toknow that youare fo well pleafed - 
y direction and difcourfe; s 
fince you like thefe. Verfes of Mr. Her- 
as te I 2 berts 
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berts fo well, let me tell you what a revere, fi 
and learned Divine that profeffes to imitay 
him, (and has indeed done fo moft excellently, 
hath writ of our Book of care deck which 
_Tknow you will like the better, becanfe heig, 
friend of mine, and I am fure no enemie ,, 


Angling. 


ve ; hot 
what 2 prayer by the book ? and common ? ne eo 
: P y Al bind ? Why 
The Spirit of grace, 
And {upplication, 
Is not left free alone 
For time and place, 


"But manner too :, to read or (peak by rote, 
Is all alike to him, that prayes 
dats heart, what with his mouth he fayes. 


They that in private by themfelees alone’ i 
nh ey — ” Do prays may take 
What liberty they pleaf?, 
In chafing of the wayes 
Wor) , Wherein to make 

Their fouls moft intimate affections knowne 

 To-him that fees in fecret, when 

Th are moft conceal’ d from other men. 


TE a a 3 : f 
But he, that unto others leads the way 

rhe ‘In publick prayer, 
Should doko 
As all that hear may kpow 


Ti 


PN BOT 8 RTE any 

: They need not fear 

e their hearts unto his tongue, and {ay, 
en ; nor doubt they were betraya i. 

plafpheme, when they flowld have pray’d, — 


tion will adde life nnto the Letter, 

_ And why flould not 
That which Authority 
Prefcribes, efteemed be 

Advantage got & 
prayer be good, the commoner the better, 
ayer in the Churches words, as welt 
os of all prayers bears the bell. 
~ Ch, Harvie. 


now, Scholer, I think it will be time to 
‘toout Angle-rods, which we left inthe 
‘to fith for themfelves,and you fhall chufe 
rfhall be yours ; and it is an even lay, one 
m catches. ieee cat arena 
ind let me -tell you, this kind of Fifhing 
1a dead rod and laying night-hooks, are 
putting money to Ufe, for they both work 
he Owners, when they do nothing but 
of eat, or rejoice, as you know we have 
this laft hour, and fateas quietly and as 
rom cares underthis Scycamore, as Vorgills 
and his AZelibeas did under their broad 
ree: No life, my _honeft Scholer, no_ 
9 -happie and fo pleafaut,'as the life of a 
meen Ce well- 


ave adi lis Ciigh Lae bbe ck Seg ore ™ 
well-governed Angler 5 for when the Layy,, 
is fwallowed up with bufinefs, and the Sra, 
man is preventing or conttiving plots, then we 
' fit on Cowflip-banks, hear the Birds fing, and 
poffeffe our felves in as much quietnefs as thes, 
~ filent filyer ftreams,which we now fee glide % 
quietly by us.Indeed my good Scholer, we ma 
ty of Angling as Dt. Boreler faid of Strawberries; 
Donbtlep God could have made a better berry, buy 
doubtles Godnever did: And fo (if I might be 
Judge) God never did make amore calm, qniey 
innocent recreationthen Angling. 
 Tletell you Scholer, when I fate laft on this 
Prime-rofe-bank and look’d down thefe Mea, 
dows; I thought of them as Charles the Empe. 
tour did of the City of Florence: Thar they wer, 
‘too pleafant to be look’ d on, but onely on Holy-Day ‘. 
‘As I then fate on this very grafs,I tarn’d my pre. 
fent thoughts into Verfe : “Twas a with: which, 
Tle repeate to you. Pare 


‘at 


/ _ ‘The Anglers with, 


Din thefe flowery Medeswo'dbe, 
 Thefe Chriftall vcs fal Polace me 5 
To whofe harmonious bubling nie, 
I with my Angle wo'd rejoice. 
Sit here and fee the Turtle-dove, 
 Courthis chafte Mate toatts of love; 


& patie si corns Wet cias seeker yo idk be Yale 3 eg 
y that bank feel the Weft wind — 
ath health and plenty, pleafe my mind 
weet dew-drops kif thefe flowres, 
‘then waflot of by April fhowres : 
eheare my Clora fire * afong, ye ‘ 
é Oe a sited re eens: mice Bore 
aLevetock build her nefts 

¢ givemy weary [pirits-refts 
ind raife may low-pitcht thoughts above 
th, or what poore mortalls love : 
Linus free from Law -fuits and the noife, 
Princes Courts 1wodrejoice, = 


with my Bryan and a book, 
long days near Shavvford: brook; 
‘fit by him and cat my meat, 

there fee the Sun both rife and fet: 
here bid good morning to next day, 
ere meattatemsy time away : ee 
And Angle on, and beg to have sae, 
J quiet palfages to a welcome grave.’ 


{had ended this compofure, Ileft this 
and {aw a Brother ofthe Angle fit under 
oney-{uckle-hedg,(one that wil prove worth 
quaintantance. ) I fate down by him,and 
ly we metwithan accidental picce of 
nent which will relateto yous for it 


- other fideof this very hedg fate a 
Lit Ao aia. eee 


gang of Gypfies,and neere to them fatea Pang of 
- Beggars: The Gypfies were then to divide aly 
the money that had been got that week, cithe, 
by ftealing linnen or poultrie, or by Fortune. 
telling, or Legerdemaine, or indeed by an 
other fleights. and fecrets belonging to their 
myfterious Government. And the fumme that 
was got that week proved to be but twenty 
and fomeodd fhillings. The odd money was : 
agreed to be diftribured amongft the poor of 
their own Corporation ; and for the remaining — 
twentie fhillings, that was to bedivided unto 
‘four Gentlemen Gypfies, according to thei 
feyerall degrees in their Commonwealth. 
And the firft or chiefeft Gypfie, was to haye | 
a third part of the twenty fhillings, which all 
men knowis6s. $d. . ste 
The fecond was to havea fourth part of the 
20s. whichall menknowtobess. | 
The third was to havea fifth part of the 20 s, 
which all men know to be 4 s.- es 
The fourth and laft Gipfie was to have a 
fixth part of the 20s. whichall men know to. 
MGs ged: shee 
EA Oy ose » As for. example, 
be i 3 times 6-s..8 d, is, meme 20 5. 
And fo isatimes 5s. —— 205, 
.  » Andfois 5 times 4s. ——205. 
, And fo is 6 times 3 s, 4d, —-205. 


GE eae le ay Rae Cae, Bee a ae nee ae 


big he a te eee And 


nbertidetine Waihi, A) aie ly Se Oe ee neg 
ethe that divided the mony was fo _ 
ipfie, that though he gave to everyone 
diums,yet he kept one fhilling of it for 


_ AsferExample,  -s, di 


makes but 19 0 


jut now you fhal know, that when the’ four 
fies {aw he had got one fhilling by dividing 
money, though not oneofthemknew why _ 
demand more, yet like Lords and Couttiers 
gipfie envied him that was the gainer,and 
led with him, and evety one faid the re- 
ung frilling belonged to him : And {o they fell 
Digh a conte{t about it, as none’ that 
wes the faithfulneffe of one Gypfie to. ano. 
will eafily believe ; only we that have 
this laft twentie years, are eertain that 
ey nas been able to do much mifchief. — 
ver the Gipfies were too wife to.go to 
and did therefore chufe thei¢ choice 
ds Rook and Shark, and our late Englifh — 
mtobetheir Arbitrators and Umpire 5 
they left this Honey-fuccle-bedg, and 
9 Tell fortanes, and cheat, and get more | 
‘money 


a bs CNT yr aatite ss ih ie et > Mts 
money and lodging in the next Village. 
~ . When thefe were gone we heard as high k 

contention amongftthe beggers,Whether it wa, 
eaficf to rip a Cloak, or to wnrip aclak > One 
\ beggar affirmed it was all one ; but that was de. 
_nyed by asking her,if doing and undoing were al} 
"one? then another faid, "Tivas eafief? to wnrip a 
cloak, forthat was to let italone. But fhe was 
__ anfwered, by asking her, how fhe unript ir, 
- iffhelet italone ?. And fhe confeft her felf mi_ 
flaken. ‘Thefe and twenty fuch like queftions 
“were prepofed and anfwered with as: much 
_beggarly Logick and earneftneffe as was ever _ 
heard to proceed from the mouth of the moft 
pertinacious Schifmatick ; and fometimes all 
the Beggers (whofe number was neither more 
_norlefie then the Poets nine Mufes) talk’d all 
ether about this ripping and unripping,and 
pra heard what the her hid " hae iat one 
beggar crav'd audience,and told them, that old 
father Claus, whom Ben Fobnfon inhis Beg- 
- gers bufh created King of their Corporation, 
was that night to lodge at an Ale-houfe (called 
Catch-her-by-the-way,) not far from Waltam- 
. Groff, and in the ection towards London, 
_ and he defired them to {pend no more time a- 
 boutthar and fuch like queftions, but refer all 
_ to. Father Claws at night, and in the meanetime 
- @raw cuts what fong fhould be next fang, ‘and 
who fhould fing it; They all agreed to the 


- motion, | 


ee Ma Oe a a ! be aan it 
nd the lot fell to her that was the 
ft and verieft Virgin of the company 5 
efung Franck, Davifons Song, which he 
forty years ago, and all the other of the 
pany joined to fing the burthen with her : 
e Ditty was this, but firft the burthen, 


4 


ty 


ight foines the Sun, play beggars play, 


Brig : 
Lere’s {craps enough to ferve to day: 


at noy(e of viols 4s [0 fect ro 
when our merry clappers ring ? 
mirth doth want when beggars mect > 
cers lifeis for aKing : cies Cle 0 
drink and play, fleep when we lift, 

Go where wewill (o frocks be nut. 
Bright fines the Sun, play beggars plays 
"s (raps enough to ferve to day. 

( 


world is oars and ours alone, heeins 
we alone have world at will 5 

ts not, allis our own, 

th fields and fireets we beggars fill: 

Play beg vars play, play beggars play, 
ere’s [craps enough to ferve today. 
ndred herds of blackandwhite Yaa 
von Gowns fecurely feed , 
tif any dare us bites 
stherefore as fureas Creed : 


Haan See : CC SPARE) ETT Op, 
| Trays beggers Lord tt as they pleafe, 
And only beggers live ateafe: 
mi Bright {lines the (un, play beg gers play, 
Here's {craps enough to ferve to day, 


Venats 1 thank you good Matter, for thi, 
piece of merriment, and this Song, which wa, 
well humoured by the Male cea well remem. 
bred by you. . 

Pifc. But I pray forget not the Ketch 
which you promifed to make againft night, for 
our Country man, honeft Cordon will expea 
your Ketch and my Song, which I muft be for. 
ced to patch up, for itis {fo long fince I learnt 
it, that [have forgot a part ofit. But come, 
now it hath done raining, lets ftretch our legs 
-a little in a gentle walk to the’River, and try 
_ what intereft our Angles will pay us for len. 
_ ding them fo long to be ufed by the Trorts, lent 
them indeed likeUfurers for our profit and their 

deftruction. 
- Fenat. Oh me, look you Matter, a fifh a fifh, 
~ oh las Mafter Lhave loft her. - 
-Pife. I-marrie Sir, that. was a good fifh in- 
| deed: if I had hadtheluckto have taken up 
that Rod, then “tis twentie to one, he fhould 
not have broke my line by running to theRods 
 endas you fuffered him : I would have held 
him within the bent of my Rad, (unleffe he had 
been fellow to the great Troms that is near 2 ell 
ae ong, 


Jo a aR Sos Aran 
which was of fucha length anddepth,thar 
his pi@ure drawn, and now to be feen’ 
ine Hofte Rickabies at the George in Ware,) 
it may be, by giving that very great trou 
Rod, thatis, by cafting itto him into the 
er, 1 might have caught him at the long 
for fo L ufe alwaies to do when I meet with 
wergrown fifth; and you will learn to do fo 
hereafter : for I tell you, Scholer, fithing is 
Art, or at leaft, it is an Art to catch Fihh. 
Zenat. But Mafter, I hayeheard, that the 
at trout youfpeak of is a Salmon. 
fc. Truft me Scholer, I know not what to. 
to it. Thereare many Countrey people — 
t believe Hures change Sexes every year: 
ind there be very many Learned men think fo 
for in their diffe&ting them they find ma. 
eafons toincline them to that belief. And 
her this were 2 Salmon when he came into 
frefh water, and his nof returning into the 
hath altered him to another colour or kind, 
not ableto fay ; butI am certain he hath 
he figns of being a Trout,both for his Shape, — 
ar, and Spots, and yet many think he isnot. ~ 
at. But Mafter, will thistrowe which 1 
d of die ? for itis like he hath the hook ~ 
belly. ee Ph 
fe. Twill tell you, Scholer, that unlefsthe 
ak be faftin his very Gorge, he will live, 
tle time with the help of the water,will | 
ruft 


ihe i " RIAL hit Fos eat 
ead Soa RE LM fe TN i Miche a AN 


near tofome fwift, there draw your bait ovet 


ae SOO MEAP ICES MAITK EET o 


uft the hook, andit will in time wear away. 
as the gravel doth in the horfe hoof, which on, 


a ly leaves a falfe quarter. 


And now Scholer, lets go to my Rod. Look 


logger-headed Chud, and this is not much q_ 


mils, for this will pleafure fome poor body, as. | 
we'go to our lodging to meet our brother Pere; 


and honelt (oridox. Come, now bait your hook 


- youScholer, [have a fifh too, but it proves q 


again, and lay it into the water, for it rains a. « 


gain; and we will ev’n retire tothe Sycamore. 

tree, and there I will give you more directions 

concerning Fifhing: for I. would fain make 

youan Artift, 

: Venat. Yes, good Matter, I pray let it be 
0 : ( 


~ 


Pic Well Scholer, now we are fate down. 


‘and are at eafe, I (hall tell you a little mord of 
-troat Fifhing, becaufeI {peak of the Salmon 
 {whichI. purpofe fhall be next,) and then of 


the Pikeor Luce. Youare to know, there is 
nightas well as day-fifhing for atroat,and that 


_- poe 


in the night the belt rrawts come out of their 


holds ; andthe manner of taking them, is on 
the rop of the water with a great Lob or Garden 


“worm, orrathertwo, which you are to Fih 


‘with in a place where the waters run fomew hat 
quietly (forina ftream the bait will:not be fo 
‘well difcerned.) I fay, ina quiet or dead p.ace 


the 


1) ee CePeere Ngee a 
of the water to and fro, and if there be 
dtrowtinthe hole, he will take it, efpeci- 
f the night be dark: forthen he is bold 
lies neat the top of the water, watching the _ 
mofany Frog, or Water-rator Monfe thar 
ms betwixt him and the skie, thefehe 
ts after, ifhe fees the water but wrinkle, or 
einone of thefe dead holes, where thefe 
at old Trouts ufually lie near to their holds 
you are to note, that the oxeat old Trout is — 
fubtiland fearful, and liesclofe all day, 
oesnot ufually ftir out of his hold, bur 
in it as clofe in the day as the timerous bare 
sin her form: for the chief feeding of both 
domintheday, but ufually in the night, 
then the great Trout feeds very bold. 


nd you muft Fifh for him witha ftronge 
e, and nota little hook, andlet him have 
to gorge yout hook, forhedoes not ufa- 
yforfake it, as he oft vvill in the day-fth- — 
and ifthe night be not dark, then Fith fo 
an drtficial fly of alight-colour : nay, he 
Tfometimes rifeat a dead Moufe, or a piece 
h,or any thing that feems to fyvimcrofs 
ter ; or tobe in motion: this isa choice 
but Ihave notoft ufedit, becaufeitis 
f the pleafures that fuch daies as thefe) 
tyvo novy enjoy, afford an Angler. a 
ad you are to knovy, thatin Hampflire, — 
ees * OMvbichy 9 
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+ 


bs _ -Pifé. Yes, and hear} and {mell too, both then — 


"affirmed by Sir Francis Bacon (in the eight Cen. 


vvhich I think exceeds all England for {yyig. 7 
thallow, clear, pleafant Brooks, and ftore da 
trouts, they ufe to catch Trouts in the night, } 
the light of a’ Torch or ftraw, vvhich vyhey 
they have difcoyered,they ftrike vvitha Troy, 
{peer or other vvaies. This kind ofvvay the 
catch very many, butI vvould not believe jg | 
till I yvas an eye-vvitnels of iz, aor do like jg 
now I have feenit. 

_Fenat, But Mafter, do not troutsfeeus in the | 
night? ; 


~ and inthe day time, for Gefner obferves, the 
'- Otter {mells a Fith forty furlong off him in the 
yvater: andthatit may be true; feems to be 


tury of his Naturall Hiftory)vvho there proves, 
that vvaters may be the Aedinm of founds, by 
~ demonftrating it thus, Thar if you knock two” 
flones together very deep under the water, thofe that 
ftand on a bank near to that place-may hear the noife 
without any diminution of ut by the water. He alfo 
offers the like experiment concerning the let. 
ting an dachor fall by a very long cable or rope _ 


—— Ss 


© onarock, or the {and vvithin the Sea ; and this 

_ being fo vvell obferved and demonttrated, as it 

is by that learned man, has made me to believe 

that Geles unbed themfelves,and ftir at the noile 

ofthe Thunder, and not onely, as fome think, 
by the motion or the flirring of the earth 
ae yvhich 


is occafioned by. that Thunder: 
this reafon of Sir Francis Bacon (Exper. 
hasmade me crave j 
hr at; for affirming that he knew (arps 
oa certain place ina Pond to be fed at 
inging of a Bell; or the beating of a Drum: 
hall bea rule for me to make as little 
- asi.can when I am fifhing, untill Sir 
cis Bacon be confuted, which I {hall give a- 
ani leave to do, 

» left you may thirik him firigular in this 
1, I will tell you, this feems to be belie- 
y our learned Doctor Hackwell, who (int 


6 Lny to report that one of the Emperors 
articular Fifh-ponds; and in them feyeral 
that appearedand came when they wete 
by their particular names : and St. James. 
4p.3.and 7.) that all things inthe Sea 
een tamed by Mankind, Aud Pliny tells 
19.35.) that datonia the Wife of Drufus 
amprey,at whofe gils the hung Jewels or 
ings 5 and that others have been fo tendér- 
ed, as to fhed tears at the death of F ifhes; 
athey have kept and loved. And thefe 


>deem to-haye'a further confirmation 
Arita; (lib. 4. epigr. 30.) who writes 


ardon of one'that ¥ 


? pology of Gods Power and Providence, £.360) 


ons, which will to moft hearers feem. 


ee nV 
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Pifcator fuge ne nocens, OC. 


Angler, wonld'ff thon be guiltleffe ? then fordear, 
‘For thefe are facred fifhes that fiimme here 5 
Whoknow their Sovereign, and will lick. bus band ; 
‘Then which none’s greater in the worlds command : 
. Nay more, have names, and when they called aye, 
Doto their feveral owners Call repair. 


All the further ufethatI fhall makeof this, | 
- ~ fhall be to advifé anglers to be patient, and for. 
bear fwearing, left they be heard and catch no | 


Fifh. ine : 
‘And fol hall proceed next totell you, itis 
certain, that certain fields near Lemfter,a Town. 
in Hereford-fhire, are obierved that they make 
the fheep that graze upon them more fat than 
 thenext, andalfo to bear finer Wool ; chat is 
to fay, that that Year in which they feed in fuch. 
ia particular pafture, they fall yield finer wool. 
than they did that Year before they came to 
feed in it, and courfer again if they fhall 


| return 
to their former pafture andagain return toa 
ie) Bier wool being fed in the fine wool ground, 
' -‘WhichTtell you, thac you may the better be- 
Fieve that Lam certain, if I catch a Tro in one 
Meadow, he fhall be white and fait, and very 
like to be dow/ie ; andas certainly, if 1 catclia) 
‘Tron in thenext Meadow,he fhall be jtrong» 7 
vie nea ihe ae eau ct edd 


and lufty, ind much better meat : Truft 
S 


ticular Meadow, that the very fhape and the 

amell’d colour of him hath been fuch, as hath 
yed me to look onhim; andIhaye with much 
eafure concluded with Solomon, Every thing is 
ptifal in hes feafon, ~ i - 
[fhould by promife fpeak next of the Sal. 
, but I will by your favour faya little of © f 
Umber or Grayling 3 which is fo likea | 
t forhis fhape and feeding, that I defire 
y exercife your patience with a fhort dif. 
fe ofhim, and the next fhall be of the Sa/- 


CHAP. VI. 


erations of the Umber or Graylingand 
directions how to fifh for them. 


HE Umber and Grayling ave 
thought by fome to differ asthe 
Herring and Pilcher do > But 


though they may do fo iri other 


utin their names. -d/dyovandas fayes, 
ofa Trout kind: and Gefner fayes, that 
ountrey (which is Swifferland) heisac- 
the choiceft Fifi, Andin Lialysheisin 

4 iy ‘ ey j % k the - 


if 


K 2 


bitters fal odin a 5. Se 2 


choler, I have caught many a Trout ina 


ons, I think thofe in England differ no- - 


Ging and Trout, and all Fito that live in clear 


.neffe in feafting with her. Whether this isa 


aa ec 4 a) ee) Lee Pape rae 
| eee 
the moneth of AZay fo highly valued, that hej, 
fold then at a much higher rate than any othe, — 
_ Fith, ‘The French (which call the Chub, Un Vil, 
lan) call the Umber of the Lake Lemon, Un Um- 
ble Cheyaliere 5 and they value the Umber o; 
“Grayling fo highly, that they fay he feeds on 
gold, and that many have been caught outof 
_ their famous River of Loyre, out of whofe bel- 
lies grains of gold haye been often taken. And 
~ fome think that he feeds on Water-Time, and 
 finells fo athis firft taking out of the water ; 
 ‘andthey may think fo with as good .réafon ‘as __ 
we do, that our Smelts {mell ‘like Violets at 
their being firft caught 5 which I think is 4 
truth. Aldrovandas {ayes, the Salmon, the Gray. 


» andfharp ftreams, are made by their mother 
Nature of fuch exact thape and pleafant colors, 
a ae to invite us to ajoy cand. contented. . 


 -truth of not, isnot my purpofe to difpute ; but 
tis certain, all that write of the Umber declare 
himto be very medicinable. And Gefner fayes, 
thatthe fat ofa Grayling being fet with a little 
‘Honiea day or two inthe Sunina little glafs,, 
Be 4S very.excellent againft redneffe, or any thing 
that breeds in, the a Saleian takes him to be 


_¢alled Vaber from his fwift fwimming or gli 


ding out of fightsmorelike a thadow or a gholt 
~ ethana fila, Much more might be faid both 


Rainy cee 
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ge] and tafte,but I fhall only tell you, that 
sbrofe the glorious Bifhop of Millan(who 
d when the Church kept Fafting days ) calls 
the flowre fi/b,or flowre of fifhes;and that he 
{o far in love with him, that he would not 
im pafs without the honour of along Dif- 
ie 3; but I muftsand pafs onto tellyouhow | 
ptakethisdaintyfifh, == ene 
irft, Note, That he growes not to the big- 
fe of a Trout;for the biggeft of them do net 
ally exceed eighteeninches, he lives in fuch 
ers as the Trout does, and isufually taken 

éfame baits as the. Trout is, and after 
me manner; forhe will bite both ar'the 
Linnow, or Warm, or Fly, (though he bites 


der-then a. Trou, for he will rife twenty | 

es.at a flye, ifyou mifs him,and yet rife a- 
~ He has been taken with a flyemade of 
ited feathers of a Parraketa,a ftrange: out- — 
ifh bird, and he will rife ata flye not un- 
a gnatora {mall moth, or indeed, at moft _ 
sthat are not too big. He isa fifh that ° | 


y after mid-_Apriland in «Alay, and in. the 
months :_ he is ofa fine fhape, his flefh is 
», his teeth, thofe little ones that he 
yare inhis throat, yet he has fo tender a | 
uth,that he is oftner loft afteran Angler has 
. ee hooked 


often.at the Minnow.) and /isvery game- 
e at the F/y,and much fimpler,andtherefore 


s clofe all winter, butis very pleafanr and 4 
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‘hooked him then any other fifh. Though 

there be many of thefe Fifhes in Trent,and fome 
other fmaller Rivers, as that whichruns by sq. 

_ fisbury,yet he is not fo general a fith as theTrom,, 
nor to me fo good to eat orto Anglefor. And 
fol ffalltake my leave of him, and come to 
fome obfervations of the Salon, and how to 


catch-him. 
CHAP. vil, ; 
‘Obfervations of the Salmon, with directions 
how to fifh for him. 


Deity HE Salmon is aceounted the . 
ieee King of freth-water-Fifh, andis 
; m.. everbred in Rivers relating to ° 
the fea, yet fo high or far from it 
as admits of no tin@ture of falt or brackifhnes ; 
He is faid to breed or cafthis {pawn in moft Ri- 
vers inthe month of e4ugu/t : fome fay, that 
then they diga hole or grave in a fafe place in 
the gravel, and there a their egs or {pawn 
(after the Melter has done his naturall Office) 
and then hid it moft cunningly, and cover it 
over with gravel and ftones*; and fo leave it 
-’ to their Creators proteétion, who by a gentle 
heat which he infufes into that cold element 
‘makes it brood and beget life in ae 
a P ie and 
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become Samlets carly in the {pring next — 
wing. 
he Salmons having {pent their appointed 
ne, and done this Natural Duty in the frefh. 
ers, they hafte to the Sea before Winter, 
ithe Melter and Spawner : but if they be 
t by Floud-gates or Weres,or loft in the frefh 
aters, then thofe fo left behind, by degrees | 
ow fick, and lean, and wnfeafonable, anc Ripper, 
is to fay, haye bony priftles grow out of 
r lower chaps (not unlike a Hawks beak ) 
ch hinders their feeding, and in time fuch 

foleft behind, pine away and dye. . "Tis 
erved, that he may live thus one year from 
Sea; but he then grows infipid, and tafte. 
, and lofes both his blood he. ftrength, and © 
ines and dies the fecond year. And’tis noted, 
hofe little Salons called Skeggers, which © 
ound in many Rivers relating to the fea, are 
d by fuch fick Salmon, that might not go to 
fea, and that though they abound, yet they — 
er thrive to any confiderable one Ma 
tif the old /almon gets to the fea, then that 
file weares away, or is caft off (as the Eagle 
sid to caft his bill) and he recovers his | 
eth, and comes next Surtimer to the fame 
t (if it be poffible) to enjoy the former — 
es that there poffeft him 3 for (asone — 
ittily obferved) he has (like fome perfons. 
sour and Riches, which have both their 
a ‘ 


ei 
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winter and Summer houfes) the freth Rivers 
for Summer, and the falt water for winter _ 
{pend his life in ; which is not (as Sit Fran, 

- Baconhath obferved in his Hijftory of life 
Deah) above ten years : And it is to be obfey. 

- ved, that though they grow big in the Sea, ye, 
they grow not fatbut in frefh Rivers 5 and i, | 
is obferved, that the farther they get from ‘the 
_ Sea, they be both the fatter and better, 

* Next)I fiall tell you, that’ though they make 
very hard fhift toget out of theifrelh Rivers in. 
go the Sea,yer tharthey wil make harder thift tq 

‘get out of the falt ‘into ‘the ‘frehh Rivers, to 

F awn or pofleffe the pleafures that they haye 
_ formerly found in them, to'which'end they wil] 

_ force themfelyes through Floud=zates,or over 

_  Weires,or hedges , ox flops in the water, even be. 
_ ‘yond common belief.’ “Gefner {peaks of fuch 

_‘places,as ‘are known to'be aboye'eight foot 

highaboye water, And our (Zambden menti. 

‘ons (in his Britannia) the like wonder to be in 

_ Pembroke-fhire, where the River Tivy falls into 

the fea, and that the fall is fo down-right, and 
fo high, that ‘the people ftand and wonder at 

the ftrength and flight that they fee the’ Sabon 

_ ~ ufe to get out of the Sea into the faid River ; 

andthe manner’ and height of the place is fo 

notable, that it is known far by the name of the 

‘Salmon-leap, concetning which, take’ this alfo 

put of Adicbael Draiton, thy honeft old fri ang 


and 
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nthe Salmon fecks a frefler ftreaneto find, 
ither from the Sea comes yearly by bis kind) 
he towards [eafon srovs, co flems the watry trate 
Tivy falling down,makes an high catarath, = 
the rifing rocks that there her courfe oppofe; 
uh within her bownds they meant her tomclofe: 
en the labouring fifh does atthe foot arrive, 
nds that by his fivength be does but vainly firve, 
gail takes in'bis mouth and bending like a bow 
ts to fil compar drawn,aloft himlelf doth throw, 
Springing at his height as doth a litle wand 
hat bended end to end,and farted frommans hand, 
off it felf doth caft ; fo does the Salmon vant, — 
if iat firft he failshis fecond Summer fought, 
miftantly effaies, and from bis nimble ring , yi 
rking, never leaves antill himfelf he fling > hea 


oO 


the oppofing fireamm— 


id next I fnall tell you, thavit:is obferved — 
éfnec and others, that there is no better 
opthen in-‘England: andthatthough fome 
‘Northern Countries hayeasfatandas 
ge'as the ‘River Thames, yet none are of fo ~ 
dent a tafte, a 
ad as Ihave told-youthat Sir Francis Bacon 
‘yes, the age of a Salmon exceeds not ten 
fo let me next tell you, that: his. growth - 
udden: itis faid, that after he: is. got 
hefea, he becomes from a Samlet, not fo 
a-Gudgion,to be a Sa/mon,in-as fhort 


i 
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time asa Gofling becomes to bea Goole. Mug 
of this has been obferved by tying a Ribband ,. | 
fome known tape or thred, in the tail of forme 
young Salmons,which have been taken in Wein 
_ as they have fwimm’d toward the falt wate; 
-and then by taking a part of them again with 
the known mark at the fame place at their re 
~ ,turn from the Sea, which is ufually about Ge 
“moneths after ; and the like experiment hath 
-been tryed upon young Swallowes, who have 
after fix moneths abfence, been obferved to re. 
turn to the fame chimney, thereto make thei 
‘nefts and habitations for the Summer follow. | 
ge gs which has inclined many to think, thar 


every Salmon ufually returns to the fame River 
in which it was bred, as young Pigeons taken 
out of the fame Dove-cote, have alfo cen obfer. 
yed todo. 
And youare yet to obferve further, that the. 
He Salmon is ufualty bigger then the. Spawner, 
‘and that heis morekipper, andlefs able to en. 
dure a winter in the frefh water,then the Sheds; 
oa yet fhe is at that time of looking lefs kipper and 
better,as watry ,and as bad meat. 
And yetyouare to obferve, that as there is 
 -nogenerall rule without an exception, fo there 
_are fome few Rivers in this Nation, that haye 
~ Trouts and Salmon in feafon in winter, as “tis cer- 
- tain there be in the River Wy in Munmoth-foirt, 
where they be in feafon (as Cambden b- 
“e ‘ A ferves) 


i 
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) from September till April, But my Scho- 
obfervation of this and many other - 
gs> Imuft in manners omit, becaufe they 
prove too large for our narrow compafs of 
e, and therefore I fhall next fall upon my 
ion how to fith for this Salmon, 
ind for that firft, you fhall obferye, that u- ' 
ly he ftaies not long ina place(as Trouts wil) 
‘(asl faid) covets ftill to go. nearer the 
ing-head ; and that he does not (as the Trout 
many other hifh) lienear the water fide or 
ak, or roots of trees, but fwwims in the deep 
broad parts of the water, and ufually in the 
ddle, and near the ground ; and that there 
lareto Fifth forhim, andthathe is to be 
ght as the Trou is, with a Worm, a Minnow, 
hich fome call a Penke) or witha Fly. : 
And you are to obferve, that he is vety fel. 
1 obferved to bite at a Adinnew, ( vet fome- 
he will)and nct oft ata fly,but moreufual. 
y at.a Worm, and then moft ufnally ata Lobor 
wden-worm, which fhould be well {coured, _ 
itisto fay, feven or eight daies in Mofs be- 
you fifh with them : and if you double your — 
of eight into fixteen or more, into twenty 
more daies, it is ftill the better, for the _ 
s will ftill be clearer, tougher, and more — 
and continue fo longer upon your hook, — 
they may be kept longer by keeping them 


din frefh Mofs, 


_ Notealfo, that many ufe to fith for a Salinn 
with a ring of wyre on the top of their Rod 
through which the Line may run toas grea, ? 
Jength as it is needfull when O is hook’d. Ang 
to that end, fome ufe a wheel about the middla 
-of their Rod, or nearer their hand, which are ¢, 
be obferyed either by feeing one of them, or 4 
large demonftration.of words. ‘ 

_ And now I fhall tell you, that which may be 
called. afecret: Lhayebeenafifhing with olq 
Oliver Henly, (now with God) a noted Fither, 
both for Trowtand Salmox, and have obfer ved, 

that he would ufually take three or four worms 
out of his bag, and put.them into.a little box in | 
his pocket; where he would ufually let them 
continue halfan hour or more, before he would 
bait his hook with them ; I have asked him his 
teafon, and hehas replyed, He did but pick the 
belt out to be ina readinelfe againft he baited his hook 
thenext time: But he has been obferved both 
by others, and my felf, to catch more fith then] 
or_any other body, that has ever gonea fafhing 
‘with him could do, and efpecially Salmons ; 
_and Lhaye beentoldlately by one’of his moft 
_ Intimate and fecret, friends, that the box in 
which he put thofe worms, was annointed with 
 _adrop, or. two, or three of the Oil of Jey ber- 
yiesymade by expreffion or infufion,and that by 
_ the worms remaining in that box an hour, ora 
like time, they had incorporated a kind of ines 
ans tha 
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s irrefiftibly attractive, enough to force 

a within the fmell of them, to bite. This . 
zd not long fince froma friend, but have 
fyedit; yet I'grant it probable, and refer 
fader to Sir Francis Batons Natural Hifto- 
here he proves fifhes may hear: andTam 

{in Gefner faies, the Orter can fmell in the 
¢, and 1 know not but that fifh may do fo 
sleft for alover of Angling, orany that 
ires to improve that Art, to try this conch. 


fhall alfo impart two other experiments 
fot tryed by my felf) which I will deliver 
ie farne words that they were given te (by 
xcellent Angler,and'a Very friend) in wri- 
jhe told me the latter was too good'to be 
tin a learned language, leftit thould be © 
mmon, me ee 
ke the finking oil, drawn ont of Polypody of 
@ Oak by a relort, mixt with Turpentine, and — 
hey, ahd annoint your bait therewith, and 
abtlep draw the fifh to it. Bh 
other is this: Vulnera hedera grimdfume 
fudant Balfarum oleo gelato, albicantiqne 
ile, odoris vero Longe fuavifim. fe 
s fapremely {weet to'any fath, and yer 4 

ida may do the like. Pasi 
in thefe things [have no great faith, yet a 
probable, and have had from .fome chi- 
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and others) an affirmation of them to bey... 
advantageous : but no more of thefe, elpecialy” 
notin this place. Y 
I might here, before I take my leave of th, 
-’ Salmon, tell you, that there is more then one 
 fortofthem, asnamely; a Teeon, and anothe, 
called in fome placesa Samlet, or by fome, 4 
Skegger : but thefe (and others which'l forbeg, 
“to name) may be Fifh of another kind, (ang: 
differ, as we know a Herring anda Pilcher do, 
_. which think are as different, asthe Rivers jp 
«which they breed, and muft by me be left to 
the difquifitions of men of moreleifure, and of 
gteater abilities, then I profefs my felfto. haye, . 
- Andlaftly, Iam to borrow fo much of your 
-promifed patience, as to tell you that the Tiron, 
or Salmon being in feafon, have at their fir ta. 
-» king out of the water (which continues durin 
i. -fifey their bodies adorned,the one with fuch red | 
 fpots, and.the other with fuch black or blackith 
fpots, which gives them fuchan addition of na. 
tural beauty, as I think, was never given to any 
woman by the Artificial Paint or Patches it 
which they fo much pride themfelves in this 
age. And fol hall leave them, and proceed to 
fome Obfervations of the Pike. 


ht ETE ne a 
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yuations of the Luce or Pike, with dix 
rections how to fifh for bins. 


HE mighty Lace or Pike is taken 

H tobethe Tyrant (as the Salmon is 
the King) of the frefh waters, ’Tis 
not to be doubted, but that they 
ted,fome by generation,and fome not: as _ 
ely, of a Weed called Pickerel-weed, unlefle 
ed Gefier be much miftaken ; for he fayes, 
weed and other glutinous matter, with the 
of the Suns heat in fome particular Mo- 
s, and fome Ponds apted for it by nature, 
ecome pikes. But doubtleffe divers pikes 
sbred after this manner, orare brought in- 
me Ponds fome other wayes that is paft 
s finding out, of which we have daily tefti. 
ies. ; bogs 

t Francis Bacon in his Hiftory of Life a 

th, obferves the. pike to be the longeft lie 
fany frefh-water-Fith, and yet he com- 
t to be notuiually above forty years; and 
Ss think it to be not above ten years ; and 
Gefner mentions a pike taken in Swedeland 
eari449. witha Ringabouthisneck, | 

ng he was put into the Pond by Frederick, _ 
mid, more than twe hundred eae 
oes ore is 


fore he was laft taken, as by the Inferiptiog , 
thatRing (being Greek) was interpreted |. 
_, the then Bilhop of Worms. But of this to more) 
Bur that it isobferved,that the old. or very oteae. 
Pikes haye if them more. of ftate than goog, 
 nefs ; the fimaller or middle fized Pikes being 
by the moft and choiceft Palatés obferved to be 
the beft meat; and-contrary, the Eele is obfey. 
wed to be the better for age and bignefs. 
_, All Pikes that live long prove chargeable tg | 
_ their Keepers; becaufe their life is maintained 
_ by the death of fo many other Fifh, even thofe 
ofhisown kind, whichhas madehim by fom | 
Writers tobecalled the Tyrant,of the Rivers, 
orthe Frefb-waterswoolf; by reafon of his bold, | 
greedy devouring difpofition 3 which is fo 
keen; as/Ga/ner-telates, 1a mati going toa Pond 
(whereivfeems a Pikehad devoured all the fith) 
 towaterhis Mule, -hada Pike bibhis Mule by 
- ahelips, to.which the Pike hung fofaft, that 
‘the Mule drew him out of the water; .and by 
that accident the owner of the Mule. got the 
» pike, And the fame Gefner obferves,that a Maid 
-in-Polandhada pike bit her by the foot as the 
ivas wathing clothesin a Pond. »And:I have 
heard the like ofa woman in Killingworth Pond, 
not far front (ovemry.- But bhavebeen affured 
by my friend Mr. Seagraves ofswhom {pake 
to youformerly;. thatkeepstame Ottets, that 
q be hath known a pikevimestremes hunger fight 
ia hee on ; KK ‘ 


with | 


e of his Otters for a Carp that the Otter 
aught, and was then bringing out of the 
I have told you who relates thele things, 
include this obfervation, by telling you what 
vife man has obferved, Zt #s a hard thing to per= 
the belly, becaufe it has no ears, 

ut if thefe relations be disbelieved, it is tog 
nt to be doubted that a pike will devour a 
of his own kind, that fhall be bigger than 
lly or throat will receive, and {wallow a 
fhim, and let the other part remain in 


like the Oxeand fome other beafts, ta 
@ their meat not out of their mouth into 
elly, but firftinto fome place betwixt, 


ewing the cud, And doubtlets pikes will 
hen they are not hungry, but as fome 
in very anger, when a tempting bait 
near to them. ; Se 
itisobferved, that the pike will eat ye- 
things; (as fome kind of Frogs are} 
yetlive without being harmed by them :. 
fome fay, he has in him a natural Balfam 
idote againft all poifon ; and others,that 
“eats the Venemous Frog, tilt he haye 
dher, andthen (as Ducks are ‘obfer- 
L ved 
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ell you they are perfons of eredir, and fhal] ~ 


mouth till the fwallowed part be digefted, 
en {wallow that other part that was in his’ a 
and fo put it over by degrees; whichis 


then chaw it, or digeft it after, which is gale 


i 
* 
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ved to do to F. rogs in Spawning time, at which 
_ time fome Frogs are obferved to be venemog, 
fo throughly wafht her, by tumbling he; ,/ 
and down in the water, that he may devour k, 
‘without danger, And Ge/ner affirms, that a p,. 
Ionian Gentleman did faithfully affurehim, he 
had feen two young Geefe at one time in the 
belly of a pike. And doubtleffe a pike in hig 
: height of hunger will bite at and ‘devour a do 
‘that fwimmes ina Pond, and thete has beey 
examples of it, or the like; for asT told yoy, 
‘The belly has no ears when hunger comes pon it. 
‘The pike is alfo obferved to bea folitar . 
melancholly anda bold Fifh: Melancholly,be. 
canfe he alwayes {wimines or refts himfelf a, 
» > done, and never fwimmes in fholes or with com. 
ee as Roach and Dace, and moft other Fihh 
o: Andbold, becaufe he fears not a fhadow, 
or to fee or be feen of any body,as the Trout and 
‘Chub, and all other Fifh do. 
~ Anditis obferved by Gefner, that the Jaw. 
hones, and Hearts, and ‘Galls of pikes are very 
medicinable for feveral difeafes, or to ftop 
bloud, to abate Fevers, to cure Agues, to op- 
pofe or expel the infection ofthe Plague, and 
- tobe many wayes medicinable and ufeful for 
the good of Mankind; but he obferves, that 
- the biting ofa pike is venemous and hard tobe 
cured. Keucoins ' 
_ Andit is obferved, that the Pike isa a i 
ie : a ; : reeds 


ds but once a year, and that other fith (as _ 
mely Loaches) do breed oftner : as Wehave — 
tain tame Pigeons do almoft every moneth ; 
ind yet the Hawk, a bird of prey (as the Pike is. 
gf Fil) breeds but once intwelve moneths + 


ight fay more of this, but it tight be 
ht curiofity or worfe, aid fhall therefore 
rit, and take up fo much of your atten. 
to tell you, that the beft of Pikes are nos 
abe in Rivers, next thofe in great Ponds or 
es,and the wortft in {mall Ponds, a 
at before I proceed further, Jam to tell. 
that there is a great antipathie beewixt the 
ndfome Frogs; and this may appearto 
ker of Dubravins, (a Bifhop in Bohe- 
Who in his Book of Fith and Fihh-ponds; 
what he faies he faw with his own eyes, 
ild riot forbear to tell the Reader. Which 


and Biftop Thurzo were walking by &. 
(ete A 


large 
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- large Pond in Bohemia, they faw 4 Frog, whey 
the Pike lay very fleepily and quiet by the flore fide 
leap upon his head, and the Frog having expreft m an 
Lice or anger by his fivolne cheeks and flaring eyes, di 
_firetch out his legs and imbraced the Pikes bead, ang 
- prefently reached them to his eyes, tearing with them 
‘and bis teeth thofe tender parts 5 the Pike moved 
-yith anguifo, moves ap and down the water and rubs | 
 pimfelf againfh weeds, and what ever he thoushy 
——grigght quit him of his enemy 5 bat all in vain, for the 
frog did continue to ride triumphantly, andto bite and | 
‘torment the Pike till bis flrength failed, anathen he 
funk, with the Pike tothe bottom of the water 5 then 
_— prefently the frog appeared again at the top and 
croaked, and {eemed to rejoyce.like 4 Conqueror and 
then prefently retyred to her fecret hole, The Bifbup, 
that had beheld he hattel, called his fifherman to fetch 
his nets, and by all means to get the Pike, that they 
might declare what had hapned : and the Pike was 
drawn forth with both his eyes eaten oily at which 
when they began to wonder, the Fifberman wifhed 
> them to forbear, and affured them hervpas certain thit 
Pikes were often fo ferved. 
~. [ told this (which is to be read in the fixth 
Chapter of the Book of Dzxbravins) untoa 
friend, who replied, It was as improbable as 
have the moufe {cratch out the cats eyes. But he did 
~ not confider that there be fifhing Frogs (which 
the Dalmatians call the Water-Devil) of which 
 -Jmight tell you as wonderful a ftcry,but I ‘7 
g) nea Hi tle te 
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you, that ‘tis not to be doubted, but thar _ 
ere be fome Frogs fo fearfulof the Water- — 
ake, that when they {wim in a place they fear | 
meet with him; they get areed acroffe into _ 
eit mouthes, whichifthey two meet by acs 
nt,fecures the frog from the ftrength and 
ice of the Swake, and note, that the frog 
ims the fafter. i en a 
» And let me tell you,that astherebe Watery 

d Land-frogs, fo there be Land and Water~ | 
kes. Concerning which takethis Obferva- 
n, That the Land-{nake breeds and hatches — 
eggs, which become young Snakesinfome _ 
| dunghil, ora like hot place ; but the Water- 
ike, which is not yenemous (and asI have 
en affured by a great obferver of fuch fecrets) : 
es breed her young alive, which fhe does not. 
nforfake, but bites with them, andin cafe; 
nger will take them all into her mouth and 
im away from any apprehended danger, and 
them out again when fhe thinksall danger 
be paft : Thefe be accidents that we Anglers 


{ 


aetimies fee and often talk of, A ae 
But whither am I going ? I had almoft lof _ 
felf by remembring the Difcourfe of Dz. 
#, Iwill therefore ftop kere, and tell you 
ding to my promife how to catch this 


Le, His 
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His feeding is ufually of fifh or frogs, and | 
_fometimes a weed of his own called Pickerell. 
weed. Of whichI told you fome think fome 
Pikes are bred; for they have obferved that 
where none have been put into Ponds, yet they 
have there found many: and that there has 
been plenty of that weed in thofe Ponds, and 
that that weed both breeds and feeds them 5 but 
whether thofe Pikes fo bred will ever breed by _ 
‘generation as the others do, I fhall leave to the 
_ difquifitions of men of more curiofity and lea. 
_ fare then I profefs my felf to have; and fhall 
, proceed to tell youthat you may fifh fora Pike, 
either witha ledger ora walking baits and you 
are to note, that I call that a Ledger baite which 
is fixed, or made to reft in one certain place 
when you fhall be abfent : and I call that a 
walking bait, which you take with you, and 
haye ever in motion. Concerning which two, 


fhall give you this dite@tion, That your lege 
at ark j ; > aan ait 
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beft to bea living bait, whether it be 2 
r afcog; and that you may make them 
he longer, you may, or indeed you muft 
this courfe. - i 
rit, for yourlivebaitof fihh, a‘Rech of. 
is (I think) beft and moft tempting, and a 
his the longeft lived on.a hook, and, ha- 
cut off his fin on his back, which may be. 
without hurting him, yon muft take your. 
(which cannot be too fharp) and betwixt 
dandthe fin on the back, cut or make 
cifion, or fuchafcaras you may put the 
g wiet of your hook into it, with as little. 
ing or hurting the fith as Artand diligence. 
enable you to do, and fo carrying your ar- 
ag wier along his back, unto, ornear the 
‘of your Fifh, betwixt the skin and the bo- 
it, draw out that wier or arming of your 
at another {car near to his tail-then tye him 
tit with thred,but no harder then of necef- 
ou muft to prevent hurting the fifhsand the 
to avoid hurting the Fifth, fomehaye a — 
of probe to open the way, for the more eafie 
nce and paflage of your wyer or arming? 
sfor thefe, time and a little experience 
il teach you better then I cen by words: — 
fore I will for the prefent fay no moreof _ 
but come next to give youfome diretions 
bait your hook witha frog. ne 
But good Mafter, didnot you fay even 
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now, that fome Frogs wete venemous, and i; i 
not dangerous to touch them ? 
Pic. Yes, but will give youfome Rules or 4 
Cautions concerning them: And firft,youarety 
note,there are two kinds of Frogs;that is to fa 
(if Imay fo exprefs my felf) a flesh; anda ih. : 
ay {fe : by flefh frogs, I mean frogs that breed and 
_ live on the land; and of thefe there be fevera] 
forts alfo and colours,fome beingeckled,fome 
greenifh, fome blackith, or brown : the green 
_ Frog, which is a {mall one, is by Topfel taken to 
be venemoussand fo is the padock, or Frog-pa. 
dog, which ufually keeps or ee on the land, 
and is very large and bony, and big, efpecial] 
the She frog of that kind ; yet thefe will fome. 
_ time come into the water, but it is not often ; 
and the land frogs are fomeof them obferved 
__ by him, to breed by laying eggs, and others to 
breed of the flime and duft of the earth,and that 
_ inwinter they turne to flime again,and that the 
next Summer that very flime returns to be a li- 
Wh ving creature ; this is the opinion of Pliny: and 
em tis |) C4rdanus undertakes to give reafon 
Book, Dp fib for the rainin g of Frogs: but if it 
ine were in my power, it fhould rain — 
none but water-Frogs, for thofeI think are not _ 
_. venemous, efpecially the right water-Frog, 
~ whichabout February or Afarch breeds in dit- 
__ ches by flime and blackith eggs in that flime; 
__ @bout which time of breeding the He and She 
Oe ; Frog 
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og are obferved to ufe divers Summer-fants, 
dto croke and make a noife, which the land- 

g, ot Padok frog never does. Now of thefe 
r-frogs, if you intend to Fifh witha fro 
Pike, you areto chufe the yelloweft that 
can get, forthat the Pike ever likes bef. 
thus ufe your frog, that he may continue — 
g alive. ce 
ut your hook into his mouth, which you 

eafily dofrom about the middle of April 
Anguft, and then the frogs mouth grows _ 
, and he continues fo for at leaft fix moneths 
ithout eating, but is {uftained, ‘none but he 

hofe name is Wonderful, knowes how. I fay, 
put your hook,I mean the arming wyer through 
smouth, and out at his gills, and then with 
ine needle and filk fow the upper part of his 
‘@ with onely one ftitch to the arming wire 
your hook, or tye the frogs leg above the up- 
pjoyntto thearmed wire, andin fo doing, 
hina as though you loved him, thatis,harm 
mn as little as you may poflibly, that he may 
¢ the longet. Raha 
And now, having given you this dire@ion _ 
‘the baiting your ledger hook with alive — 
rfrog, my next muftbetotellyou, how 
t hook thus baited muft or may be ufed 
itis thus. Having faftned your hook to 

, which if it be not fourteen yards lon 
ld not be lefie then twelve ; you are to { 


silt Dae i in tials ic he ea cs aa a 
‘ften that line to any bough near to.a hole whe, 
a Pike is, or is likely tolie, orto havea haunt 
-andthen wind your lineon any forked fick, 
all y our line except half a yard of it or rathe, 
- more, and fplit that forked ftick with fuch g 
nick or notch at one end of it, asmay keep the 
line from any more of it ravelling from about 
the flick, then fo much of it as you intended ; 
_and chufe your forked ftick to be of that bignef§ 
~asmay keep the fith or frog from pulling the 
_ forked flick under the water till the Pike bites, 
_ and then the Pike having pulled ,the line forth 
of the clift- or nick of that ftick ia which it was 
* go faftned, will have line enough to go to 
nis hold and powch the bait : andif you would 


haye this ledger bait to keep at a fixt: place, un. 
ifturbed by wind or other accidents. which. 
ay driveitto thethore fide, (for youare ta; 
note, that it is likelieft to catcha Pike in the. 
midft of the water) then hang a {mall Plummet 
-oflead,a ftone, or piece of tyle, or aturf in a 
firing. and caft it into the water, with the fork. 
‘ed ftick, to hang upon the ground to be an An- 
chor to Keep the forked tick from moving out 
of your intended place till the Pike come. This 
Itaketo be a very good way, to nfefo many 
ledger baits as you intend to make tryalof.: 
Or if you bait your hooks thus, with live Fith 
Frogs, and ina windy day, faften them thus 
1a bough or bundie of ftraw, and by the bel 
? ; 0 
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: wind can get them to move croffea pond 
ve, youareliketo ftand ftill on the fhore 
e {port, if there be any ftore of pikes 3 or 
live Baits may make fport, being tieda- 
the body or wings ofa Goofe or Ducky, 
e chafed over a Pond: and thelike may 
lone with turning three or four live Baits. 
s faftned to Bladders, or Boughs, or Bottles’ 
, or Flags, to fwim downa river, whilft 
valk quietly alone on the fhore, andare 
[in expectation of fport. Thereftmuftbe 
t you by practice, fortimewillnotallow . 
fay more of this kind of fifhing withlive 
Be SATE 
nd for your dead Bait for a pike, for that 
ay be taught by one dayes going a fifh- 
ywith me, or any other body that tithes for _ 
, for the baiting your hook with a dead 
eon Of a Roach,and moying it up and down 
water, is too eafica thing to take up any } 
0, dire& you todoit ; and yet, becaufe 
tt you fhort in that, I will commute for it, 
telling youthat that was told me fora fe. 
itis this, i Ata A i 
ifolvs Guin of Ivieim Oyle of Spike, and 
mith annoynt your dead bat for a Pike, and 
caftitinto.a likely place, and when it has lana 
eat the bottom, draw ixtowards the top of 
ry and (0 npthe fiream, andit ts more than 
at you havea. Pike follow yor with more 
| Common eagerneffe. And 


hie Nh 


Bo 


ws 8D hell K 2“ ae) Faria Sera eh ee 4 
And fome affirm, that any Bait annointeg - 
with the marrow of the Thigh-boneofan H.,,._ 
isa great temptation to any Fifh, 
| Thefehave notbeen tried by me, but tolg 
me by friend ofnote, that pretended ‘to do 
 meacourtefie: butif this direction to catch x 
pike thus do you no good, yetI am certain thi, 
direction how to roaft him when he is caught 
ischoicely good, forI have triedit; and it jg 
 fomewhat the better for not being common: 
buat with my diredtion you muft ake this Cay. 
tion, that your pike muft notbea {mall one, 
 thatis, irmuftbe halfa Yard, and fhould be 
bigger. 
a Firft, open your Pike atthe gills, andif need be, 
emt alfo.a little fit towards his belly ; out of thefe take 
Wis guts, and keep his liver, which you are tofhred 
very {mall with Time, Sweet-margerome, anda 
Se pe Winter-favonry 5 to thefe pat fome picks 
Ted Oyfters, and fome Anchovies two or three, both 
— thefe laft whole (for the Anchovies will melt, and 
the Oyfters frould not) to thefe you muft adde alfoa 
pound of fiwect Butter, which you are to mix with the 
herbs that are (hved,and let them all be well falted, (if 
the Pike be more than a yard long, then you may put 
nto thefe herbs more than a pownd, » orifhe be leffe, 
then leffe Butter will fuffice :) thefe being thus mixt 
with a blade or twoof Mace, muft be put sto tle 
Pikes belly, andthen his belly fowed up, and fo {ow- 
dep as to keep allthe Butter in his belly if it be pof- 
sa ely a y Pigaey beet fible, 
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if not, then as much of it as you poffible can, but 
not off the (cales ; then you are to thraft the Shu 
bh bis mouth out at his tayle, and then with 
or five, or fixe Split flicks, or very thin lathes, — 
da convenient quantity of Tape or Filliting, thefe 
are to be tyed ped. about the Pikes body frons 
head to bis tayle, and the Tape tyed fomewhat 
kto prevent his breaking or falling off from the 

3 let him be rofted very leafurely, and often ba- 
hed with Claret wine and Anchovyes, and Butter . 

jxt together, and alfo with what morfture falls from 
into the pan: when you have vofted him fufficr- 
, yon ave to hold under him (when you nnwind or 
the Tape that tyes him) fuch-a. difh as yor pur- 
to eat him out of, and let him fall ito wt with the 
ce that is rofted in his belly, and by this means the 
e'will be kept unbroken and complete : then to the 

e which was within, and alfo va the pan, you are 
dde a fit quantity of the beft Butter , and to 
exe the juyce of three or four Oranges: laftly,yon 
either put into the Pike with the Oyfters, nyo — 
es of Garlick , and take it whole out when the 
eis cut off the Spit, or to give the fawceahogo, 
@ dif (into which you let the Pike fall) beruo- 
with it: the ufing or not ujing of this Garlickis 
0 your difcretion. Usa 


‘we 


M.B. 


This difh of meat is too good for any bur | 
rs orhoneft men; and I truft, you will ‘ 
BB cipa oo mines 
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prove both, and therefore I have trufted , 
with this Secret. You 


Trout. 
But I will take up no more of your time 
with this relation,but proceed to give you forie 
ec tee of the (arp, and how to angle fos 
aS 


= CHAP, IX, 


obfervations of the Carp, with Directions 
o how to fifh for him. 


oe -wmbs es) Carp is the Queen of Rivers; 

! : . affately, a good, anda very fub-_ 
we til fifh,that was notat firft bred, 
. nor hath been long in England, 

Show naturalized. Itis faid, they were 

roughthither by one Mr. Majfcala Gentleman, 

that then lived at Plumffedin Suffex, aCounty 
hat abounds more with this fith then ariy in this | 


Nation, : You @ 


ihe 
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i may remember that I told'you, Gefner 
there are no Prkes in Spain ;and doubtleffle, — 
re was a time,about a hundred orafewmore | 
ws ago, when there were no (arps in England, | 

y teem to be affirmed by Sirkichard Baker, 
ofe Chronicle you may find thefé Verfes, - 


ops and Turkies, (arps and Beer 
Came into England all in.a year. poh a 
d doubtleffe as of Sea-fith the Herriagdies 
neft out of the water, and of frefh-water- 
he Trout, fo (except the Eele )' the Carp in- 
moft hardneffe, and lives lengeft out of 
Wh proper element. And thereforethere- 
of the Carps being brought outiofa for~ 
eintothis Nation isthe more probable, ° 
tps and Loaches are: obferved to breed 
all months in one year,-which Pikes and 
ft other Fifth do not. ‘And this is. partly 
ed by tame and wild Radbets,as alfo by 
Ducks, which will lay egs nine of the 
elve months, and’ yet there be other Ducks 
y not longer then about one month, — 
tis the rather believed, becaufe you hhall 
sor never take aAale Carp withoutaddelt, 
emmale without a Roe or (pawn; and for thes 
part very much ; and efpecially all the 
t feafon ; and itis obferyed, that they 
ote naturally inponds then im mmnning 
-(ifthey breed thereat all;.) and thar 
: Shane Aina: Cella a 
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thofe that live iri Rivers are taken by nel 
of the beft palates to be much the bette, | 
meat. | 
And it is obferved, that in fome ponds Carp, 
will not breed, efpecially in cold ponds; by : 
-. where they will breed; they breed innumera | 
bly 5 -Ariftotle and Pliny fay, fix times ina year, 
ifthere be no Pikes nor Pearchto devour their 
Spawn, when it is caft upon graffe, or flags; or 
weeds, where it lies ten or twelve daies before : 
it be enlivened. : 
The (arp, ifhe have watereroom and good | 
feed, will grow to a vety great bigneffe and 
length : Ihave heard, to be much above a yard 
long. “Tis faid (by ovis, who hath writ of 
* Fithes) thatin the Lake Lwrianin Iealy, Carps 
“hayethriven to be more then fifty pound | 
it, which is the more probable, for as the 
is conceiv’d and born fuddenly ; and be. | 


places s though I never faw one above 23. in- 
digs, which was a great and a goodly Fith : Bur 


Sea 


ve been affured there are of a far greater fize, | 
ad in England too, SN 
Now, as the increafe of Carps is wonderfal 


[think by any, why they fhould breed in 
e ponds, ‘and not in others of the fame na- 
, for foil and all other cirumftances 3 andas 
breeding, fo are their decaies alfo very 
erious : [have both read it, and been told 
Gentleman of tryed hoiiefty, that he has 
wn fixty or more large Carps put into feve- 


takes in the ponds, and the Owners con= 
ing near to them, it was impoffible they 


as after three or four years emptyed the 
3 and expected ah increafe from them bY oa 
ing young ones (for that they mien a 
_hehad, as the ruleis, putin three Melters 
fone Spawner) he has, I fay, efter thfee of a 
f years found neither a young nor old-Carp 
haining. Andthe likeI have known of one 
thas almoft watched his pond, and atiplike 
lance of time at the Fifhing ofa pond found 
enty or eighty large Car $ not above -fiye 
: and that he had forborn longer to Fift — 
id pond, but that he faw in a hot day in 
er, alarge (arp fwim near to the top of 
ater witha Frog upon his head, and that 
n that occafion caufed his pond to be Veo 
M ay 
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heir number ; fo there isnot areafon found: 


onds near toa houfe, where by reafon of 


dbe ttoleaway from him, and that when — : 


Tr AE vores ° 
dry: andI fay, of feyenty or eighty (arps, 9, 
‘a Cel five or fix in the laid se arp ther | 
very fick andlean, and withevery one a Fy 
flicking fe faft on the head of thefaid Ca, & 

_ that the Frog would not be got off without ey. 
treme force or killing ; and the Gentleman tha, 
did affirm this to me, told me he faw it, an 

did declare his belief to be, (and I alfo belieye 
the fame) that he thought the. other Garps that 
were fo ftrangely loft, were fokilled by frogs, 
and then deyoured. i 


d, andthat the Carp isto be reckoned a- 
gft thofe leather-mouthed fifi, which I 
you have their teeth in their throat, and 
hat reafon he is very feldom oft by. break- 
hold,.if your hook be once ftuck into his 


Sé , } 
Ltold you, that Sir Francis Bacon thiuks that 
Carp lives but ten years, but fanw Dubra= 


sh he faies, that (arps begin to Spawn at 
-of three years, arid continues to do fo 
hirty ; he faies alfo, that in the time of 
breeding, which is in Summer, when 
unkath warmed both the earth and water, | 
or four Male-Carps will follow a Female, 
force her through weeds arid flags, where- 
othe weeds, and ther they let fall their 

pht the Carp does this feverall mioneths in 


r, arid moft believe that moft ith breed 


obferved , that wher the Spawner hag 


and 


ie. 
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dapalate: But it is certain it is choicely 


has writ a Book of Fifh and Fith-ponds, ia — 


fo apted them alfo for gerieration, that then! 
hat then fhe putting on a feeming coynefs; _ 

fall her eggs or Spawn,ewhich flicks — 
pot it, and fo it becomes ina fhort timed ; a 
a living fiflis and as I told you; it is 
this mariner; except the Eele ¢ atid it has _ 
ned her felf by doing that natural office; ‘ | 


wo or three Melters have helped her froni 
weeds, by bearing her up on both fides; 
M2 ., 
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and garding her intothe deep. Andyou ma, 
note, that though this may rn a curiofity Not 
worth obferving, yet others have judged j, 

worth their time and cofts, to make Glaffe. 
hives, and order them in fuch a manners to {ee 
how bees’ have bred and made their Honey. 
combs, and how they have obeyed their King 

and governed their Common-wealth, But it i 
thought that all Carps are not bred by generati_ : 

oi: on, bat that fome breed other waies, as fome 
Pikes do. 
The Phyficians make the galls and flones in 
the heads of Carps to be very medicinable ; but 
*tis not to be doubted but that in Jraly they make 
_ great profit of the Spawn of Carps, by felling - 
_ ittothe Jewes, who make it into red Caviare, 
the Jews not being by their Law admitted to 
eat of (aviare made of the Stur ion, that being 

a Fifh that wants f{cales , aud (as may ap- 
"pear in Levits xx.) by themto bereputed un- 
‘clean. | 
Much more might be faid out of him, and _ 
out of Ariftotle, which Dubravius often quotes 
-inhis Difcourfe of Fifhes ; butit might rather 
_ perplex then fatisfie you, and therefore I fhall 
_ rather chufe to direct you how to catch, then 
- fpend more time in difcourfing either of the 
nature or the breeding of this (arp, 


a 


or 
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of any more circumftances concerning him, 
t yet I fhall remember youofwhatItoldyou 
fore, thathe is a very fubtil Fifh, and hard to. 
caught. i 
And my firft diredtion is, that if you will 
fh fora (arp, you muft putona yery large 
afure of patience ; {pecially to Fifh for a Ri- , 
‘arp: Lhaveknowna very good Fifher an- 
diligently four or fix hours in a day, for 
ee or four daies together for a River Carp,and 
aveabite: and youare to note, that in 
ponds it is as hard to catcha Carp as in a 
rer ; that is to fay, where they have ftore of 
d,and the water is ofa clayifh colour:But you 
to remember, that I have told you there is 
Je without an exception,and therefore be- 
offeft with that hope and patience which I 
to all Fithers, efpecially to the Carp-Ar- 
Tfhall tell you with what bait to Fifh for — 
.. Mee him. 


er a cn 
him. But firft youare to know, that it muft be | 
either early or late; andlet me tell you, thay — 
in hot weather (for he will feldom bite in cold) 
youcannotbe tooearly or too lateat it. And 
 fome haye been fo curious.as to fay, the ro. of 
_ Aprilis a fatal day for Carps. 
-' The Carp bites either at worms or at pafte, 
and of worms I think the blewithMarhh orMea_ 
dow worm is beft, but poffibly another worm 
not too big may do as well, and fo may a green — 
Gentle: Andas for paftes, there are almoft as 
many. forts as there are Medicines for the 
“Toothach, but doubtleffe fweet paftes are beft 
Tmean, paftcs made with honey or with fugar : 
_ which, that you may the better beguile this 
_ ‘grafty Fith, fhould be thrown into the Pond or 
place in which you fifa for himfome hours be- 
- fore you undertake your tryal, of skill with the 
- Angle-rod.: and doubtleffe ifit be thrown in- 
an water aday: or two. before, at féveral] 
‘times andin. {mall pellets, youare the likelier 
when you fithfor the Carp to obtain your defi- 
red {port orin.alarge Pond todraw them to 
-. ‘any certain place, that they may the better and 
--avith more hope befithed:for, you are to throw 
into itin fome certain place, either Grains or 
~ Bloud mixt with Cow-dung, or with Bran. or 
any Garbage, as Chickens guts:or the like, and 
then fome of your {mall fweet pellets: with 
‘ghich you purpofe to angle: and thefe: {mall 
A RY RE ae 
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beinga few of them alfo thrown in as 
are Ang ae as 

nd your pafte muft be thus made: Take 
eflefh of a Rabbet or Cat cut fmall,and Bean- 
re, and if that may not be eafily got, get o- 
flowre, and then mix thefe together, and 
sothem either Sugar, or Honey, whichT 
< better, andthen beat thefe together ina 
ar, or fometimes work them in your 
nds, (yout hands being very clean) and then 
ake it into’a ball, or two, or thiee, as you like 
tfor your ufe: but you muft work or pound: 
ong inthe Moftar, as to make it fo tough’ 
shang upon your hook without wafhing 
in it, yet not too hard’; or that you may the 
sr Keep iton' your hook, you may knead 
your pafte alittle ( and not much) white — 
ellowifh'wool. ae 
if you would have this pafte kéep'all the 
for any other Fifth) then mix with it Pir-_ 
waxand clarified honey, and work them 'to~ 
er with yout harids before the Fire, then’ 
ethefe into balls,-atid‘it will keep all the 
nd if you fith fora Carp with’ Gentles, then 
upon your hook a’ fimall piece of Scarlet a- 
‘this bigneffe a. it being’ foked in, of 
inted with Oyle of Peter, called by fore 
if the Rock, and if your Geritles be ptt two . 
hreé dayes before intoa box or horn an- 
M4 ‘nointed 


hook, as to preferve them to be livin 


POD. you 4 
»you are | 
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nointed with honey, and fo put u 


as like to kill this crafty Fith this way as any 9.” | 


ther: Butftill as you are Fifhing chaw a little 
_ white or brown bread in your mouth,and caltit 


- fwims, Other baites there be, but thefe wit] 
diligence, and patient watchfulnefs, will do ir 
better thenany that I have ever ‘practifed, oy 
heardof; AndyetI fhalltellyou , that he 
_crumbs of white bread and honey made into a 
- patte, is a good bait for a Carp,and youknow it 
ag more ealily made. And having faid thus much 
ofthe.Carp, my next difcourfe thall be of the’ 
- Bream; which fhall not prove fo tedious, and 
therefore I defire the continuance of your atten. 


I tel you how to make this Carp 
stobecaught, fo curious a dith 
_ of meat, as fhall make him worth all your la. 
-bour 5. and though it is not without fome trou- 
le and charges, yet it will recompence both. 

. Take aCarp (alsve if poffible) {cour him, and 
ab him clean with water and falt, but {cale him not, 
‘then ‘open'him, and put him with his bloud and his 


{mall pot or kettle; then take fweet Mar gerome, Time 
and Parfley, of each half a handful, a Sprig of Rofe- 
ary and another of Savoury bind them inte two or 
bipales and pre the t0 yer Carp 
fa qn wit 


3 ‘ 


yer (which you muft fave when you openbing) intoa 


_ into the pond about the place where your Flote — 


4 
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ur or five whole Onyons, twenry pickled O7- 
and three Anchovies. Then ponr upon your 
as much claret wine as will onely cover him 5 
feafon your claret well with falt, Cloves and 
ce, and the rinds of Oranges and Lemmons, co~ 
our pot and fet it ow.a quick fire, ull it be fuffici- 
boiled 5 thentake out the Carp and lay i with — 
he broth into the difh, and pore upon it a quarter of 

pound of {refb butter melted and beaten, with half a 
en Shoonfuls of the broth, the yolks of two or three 
yand fome of the herbs fored, garnilh your dif 
) Lemmons, and foferve it up. 


Dr tT ue 


CHAP. X. . 


ervations of the Bream, and’ Direétions 
[.™ pocatch him. 


HE Breambeingatafull growth 
is a large and ftately Fith she will ~ 
breed both in Rivers and ponds : 
’ but loves beft to live in ponds,and 
te, if he’ likes the water and aire, he will 
w not only to be very large, butas fat as a 
: he is by Ge/ner taken to be more pleafant 
weet then wholefome ; this Fifhistong fh 
ing, but breeds exceedingly in ang was 
at pleafesghim, yea, inmany, Ponds fo 


a Hi 
Natt Cal ie 
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: oe as to over-ftore them, and ftarve the other b 
Fifth. 
He is very broad with a forked taile, and hig 
~ fcales fet in excellent order, he hath large eyes 
and a narrow fucking mouth ; he hath two fets 
of teeth, and.a lozing like bone, a bone to he}jy 
his grinding. The Melter is obferved to haye 
 twolarge Melts, and the Female two large bags 
of eggs or {pawn. 
Gefner reports, that in Poland a certain, and a 
_ great number of large Breames were put into a 
Pond, which in the next following winter was 
frozen up into one intire ice, and not one dro 
> of water remaining, nor one of thefe fifh to be 
 found,though they were diligently fearcht for; 
and yet the next Spring. when the ice was 
_ thawed,and the weather warme,they all appea- 
_ reédiagain,. This.Gefnoraffirms, apd Tqtiote my 
Author, becaufe it feems' almoft as incredible 
: as the Refurrettionto an Arheif?, Butit may win 


 fomething in'point'of believing it, to him thar 
 confiders the: breeding of renovation of the 


 Silkeaworm, and of many infeéts. And that 
_ isiconfiderable whichSir Francis Bacon obferves 
 imbhis:Hiftory of Life’ and Death (fol. 20.) that 
__. there be herbs that dyeand {pring every — 


ty 3 omeendure longer. 
. Hapa oughfome do: not, yet the French c- 
 fteemthis Fifi highly; and to that end’ have’ 
My ipa that hath’ Breams soca 
eee ae a 
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jo bid bis friend welcome. And it is noted, 

the beft partofa Breame is his belly and : 
. f ‘ 3 q 
Some fay, that Breamsand Roaches will mix 
sir eves, and melt together, and fo thereisin 
ny places a Baftard breed of Breams, that { 
yer come to be either large or good, but very 
merous. 


~ ea 


. Firft, pafte made of brown bread: and | 
oney; gentles, or the broode of wafps that be 

oung,and ther-not unlike Gentles;&fhould be 
tdned‘in an oven, or dried ona tile before the 
fe: or there is:at theroot of docks, or flags, 
smuflies:in watry places,a worm not unlike a 
agot, at which Tench will bite freely. Or 
§ will bite at a Grathopper with his legs nipt 
in uneand 7uly,or at {everal flyes atl wae . 
which may be found on flags that grow 


“near 
ts 


rn 


ee 


_° Meer to the water fide. Idoubt not bur _ 
_. there be many other baits that are good, by, I 
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hat 


will turn them all into this moft excellent One 
either for a Carp or Bream,in any rivet or Mere. 
it was given to me by a moft honeft ang 


__ excellent Angler, and hoping you will prove” 


ASR NG AS ye 2 oo 


or four daies for three weeks or a monet 


ther, then your bait will be atthe beft. 


a tackling rea 


both, I willimpart it to you. j 
1. Let your bait be as big a red worm as yoy 


_ can find, withoutaknot. Geta pint or quart 


of them in an evening in garden walks, o, 


i chalky Commons after a fhowre of rain; ang 


put them with clean Moffe well wafhed anq' 


_ picked, and the water {queezed out of the Mo 


as drie as you can, into an earthen pot or pipkin 


fetdrie, and change the Mofs freth va three — 
toge- 


2. Having prepared your baits, get your 

‘a and fitted after this fort. Take 
three long Angling Rods, and as many and 
more filk, or filk and hair lines, and as many 


latge Swan or Goofe-quil floats. Then take a 


iece of Lead made after this man- 


ner; and faften them to the lower o@ 
ends of your Lines. Then faften 


your link-hook alfo to the lead, and to the end 


of your Line, letthere beabouta foot or ten 
~ Gnches between the lead and the hook, but be 
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Nead. Note, that Four link next the hook 
y be {maller then the reft of your line, if you 
adventure for fear of taking the Pike or 
parch, who will affuredly vifit your hooks, till 
py be taken out (as I will thew you after- 
ards ) before either Carp or Bream will come 
sar to bite.. Note alfo, ae when the worm is 
I baited, it will crawle up anddown, as far 
the lead will give leave, which much inti- 
h the Fifh to bite without fufpicion. 

3. Having thus prepared your baits, and 
ted your tackling, repaire to the River;where 


the Summertime in a hot afternoon, about 
fee or four of the clock, and watch their ge- 
g forth of their holes and returning (which 
uumay well difcern) for they return about 
ur of the clock moft of them feeking food at 
gbottom, yet one or twovwill lie, on the top 
the water, rolling and tumbling them ‘elves, 
ilft the reft are under him at the bottom, and 
you fhall perceive him to keep Sentinel; 'then 
atk where he plaics moft, and ftaies longeft, 
hich commonly is in the broadeft and deep- 
place of the River) and there, or near there= 
buts, at a clear bottom, and a conyenient 
ding place, takeone of vour Angles ready 


i¢ beft. Then confider with your felf whe- 


have feen them to {wim in skuls or thoales 


das aforefaid, and found the bottom, about 
at or ten foot deep,two yards from the bank - 


ther = 47 
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ther that water will rife or fall by the next nog, 

f . . . + . 
- ning by reafon of any water-mills near, and’, 

cording to your difcretion take the depth of thd : 

place, where you mean after to caft our” 

-ground-bait, and to Fih, to half an inch 5 tha | 

the lead lying on or near the ground-bait, the 

top of the floate may onely appear upright halg 

an inch above the water. | 

_. Thus you having found and fitted for the place 

and depth thereof, then go home and 
‘3 prepare your ground-bait, which is next 
“ the fruit of your labours to be regard. | 
7: - ed. 
ae «The Ground-Bait. 

You fhall take a peck, or a peck and a half 
(according to the greatnefs of the ftream, and 
>a of the water,where you mean to angle) 
_ . of fweet grofs-ground barley malt; and boil it 

jn akettle (one or two warmes is enough) then 
 ftrain. it through a bag into atab (the liquor 
whereof hath often Fini my horfe much 
good; ) and when the bag and malt is near cold, 
take it down to the water-fide about ‘eight or 
 faine of the clock in the evening,and tiot befores 
__ eaft in two parts of your ground-bait, {queezed 

hard between both your hands, it will fink pre- 
fently to the bottom, and be fure it may reft itt 
the very place where you mean to angle 5 if the 
— ftream run hard or moyea little, cafb-your malt 
_ in handfuls the higher upwards the age | 
Vertes may 
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between your hands clofe the Malt fo faft 

pandfuls, thatthe water will hardly partic 

th the fall. 

Your ground thus baited and tackling fitted, 

ye your bag with the reft of your tackling, 
d gtound-bait near the fporting-place all 
ght, and inthe morning about three or four 
the clock vifit the water-fide (but not too 
gr) for they have a Watch-man, and are 
tchful themfelves. 

Then gently take one of your three rads, and 
it your hook, cafting it over your ground- 

8 gently and fecretly draw it to you til the 
ad reits about the middle of the ground-bait. 
hen take a fecond Rod and caftin abonta 
id above, and your third a yard below the 
Rod, and ftay the Rods in the ground, but 
your felf fo far from the water fide, that you 
ceive nothing but she tup of the floats, 
lich you muft watch moft diligently, then 
you have a bite you hhall perceive the top 
ur float to fink fuddenly into the water ; 
nevertheleffe be not too hafty to run to your 
ds, untill you fee that Line goes clear away, 

A creep to the water-fide, and giyeas much 

€as poflibly yon can ; if it be a Carp or 

m they will go to the farther fide of the Ri- 

then ftrike gently, and hold your Rodata 

talittle while; for if you both pull, you 

ure to lofe your Game, for either your line, 

or 
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or hook, or hold will break ; and after you haye. 


_ overcome them they will make noble {port,ang 
* are very thie tobe landed. The Carp is far} 


ftronger and mettlefome than the Bream, 
Much more is to be obferved in this kind og. 


_ Fith and Fifhing, but itis far fitter for experi. 


ence and difcourie than paper. Only thus much 
is neceffary for youto know, and to be mind. 
-ful and careful of, That ifthe Pike or Pearch 
do breed in that River, they will be fure to bite 
firft, and muft firft be taken. And for the mo 
part they are very large, and will repair to 

“ote gtound-bair, not that. they will eat of ir, 
t will feed and {port themfelves among{t the 


, young Fry, that gather about and hover over 


the Bait. 

_ The way to difcern the Pike and to take him, 
if you miftruft your Bream-hook, (for I have 
taken a Pikea yard long feveral times at m 


- Bream-hooks, and fometimes he hath had the 
luck to fhare my line. ) 


Take afmall Bleak, or Roche, or Gudgion, | 
and bait it, and fet it alive among your Rods 


_ _ two foot deep from the Cork, witha little red 


_tobetaken, 


- worm on the point of the hook, then take a few 
~~ erums of White-bread, or fome of the ground- 
_ bait, and fprinkle it gently amongft yout Rods. 
If Mr. Pike be there, then the little Fith will 


skip out of the water,but the live-fet Bait is Sure 


Thus 
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Thus continue your {port from four in the 
ening till eight, and ifit bea gloomy windy 
y, they will biteall day long. But this is too 
ig to {tand to your rods at one place, & it wil 
pil your evening {port that day; which is this, 
About four of the clock in the Afternoon re- 
ig to your baited place, and as foon as you 
me to the water fide, caftin one. half of the. 
tof your ground-bait, and ftand off: then 
lft the Fifh are gathering together , ( for 
fe they will moft certainly come for their 
per) you may takea pipe of Tobacco; and 
a in with your three rods as in the morning: 
mu will Ae excellent {port that evening till 
ht of the clock ; then caft in the elds of 
ut ground-bait, and next morning by four 
the clock vifit them again for four abe 
ich is the beft fport of all ; and after that let 
um reft till you and your friends haye a mind 
more {port. \ 

From St. ames Tide untill Bartholomew Tide 
he beft,when they have had all the Summets 
d;they arethefatteft. 

Dbferve laftly, That after three or four dayes 
mg together your game willbe very thie - 
Wary, and you fhall hardly get aboyea bite 
wo atabaiting ; then your onely way is to 
Wt from your fport about two or three 

€s 5 and in the mean time (on the place you 
Daited; and again intend to bait) you fhalt 

% N take. | 


5 
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= 
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_ takeaturfofgreen, but fhort graffe, as b ig op 
bigger thana round Trencher ; to the top of 
thisturf, on the green fide, _ you fhall with, 
Needle and green thred faften one by one as 
many little red worms as will near cover all the 
turf: Then take a round board or trenche 
__ .makea hole in the middle thereof, and through 
the turf placed on the board or trencher, with 
a ftring or cord as long as is fitting, tied tog 
pole, fet it down to the bottom of the water for 
the Fifhto teed upon without difturbance about 
twoor three dayes ; and after that you haye 
_. drawn’it away, you may fall toand enjoy yout 


former recreation, : 
. i CHAP. XI. 
4 Obfervatlons of the Tench, and advice how 
we to angle for him. 


Pife. “SHE Tench, the Phyfician of Fi- 
Ti. is obferved to love Ponds 
better than Rivers, and to love 

ts pits better than either ; yet Camt- 
den obferves there is a River in Dorfet-fhire that 
_ abounds with Tenches; but doubtleffe they | 
- getite tothe moft deep and quiet places imit. 
| 'ThisFih hath very large Fins, very {inal 
_ and {mooth Scales, a red circle about his he | 
a, RR ha Reet ip = ywhich © 


= F a 


Geet 


ich are big and ofa gold colour, and that 
m cither angle of his mouth there hangs 
pwn alittle Barb; inevery Tenches head there 
two little ftones, which forreign Phy ficians 
uke great ufe of, buthe is not commended for 
holfonie meat, though'there be very much ufe 
ade of them for outward applications, Rande- 
wsfayes, That at his being at Rome, be fawa 


py fick man. "This he fayes was done after ar 
{ual manner by certain Jews. And itis ob- 
ved that many of thofe people haye many fe- 


le never yet been written , but have been. 

fe the dayes of their Solvmox, (who knew the 

ire of all things, even trom the Cedar to the 
ub) delivered by tradition from the father 
the fon, and fo from generation to generati- 
Vithout writing, or (unleffe it were cafual- 
without the leaft communicating them to a- 
other Nation or Tribe: for ee that they 
ount a eb gs And yet it is thought . 
Ethey, or fome {pirit worfe than they; farft 
us,that Lice fwallowed alive wete a certain 
for theYellow- Jaundice. Fhis & other me- 
es were difcover'd by them or by reyelati- 
or doubtlefs we attain’d them not by ftudy. 

1, this fith, befides his eating, is very ule: 
oth dead and alive for the good of nian- 


19 


| But. I will meddle rio more with that 5 


1 o: 
Ve 


lature done by applying a, Tench tothe feet ofa - 


s yet unknowa to Chriftians; fecrets that. 
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my honeft, humble Art teaches no fuch bolg_ 
nefle; thereare too many foolifh medlers jy 

Phyfick and Divinity that think themfelves §, 

ro meddle with hidden fecrets, and fo bring de, 

 ftruétion to their followers. Tl not meddle | 
with them farther, then to wifh them wifey , 
and fhall tell you next, (for [hope I may be {5 
bold) that the Tench is the Phyfitian of fithes, 
tothe Pike efpecially, and that the Pike being 
~ either fick or hurt, is cured by the touch of the 
Tench. And it is obferved,that the Tyrant Pike 
will not be aWolf to his Phyfician,but forbears 

to devour him, though he be never fo hungry, 

This fith that carries a natural] Balfome in 

_ himtocure both himfelfand others, loves yet 
to feed in very foule water, and amongft 
weeds. And yetI am fure heeats pleafantly, 
and doubtleffe you will think {0 too if you tafte 
him. AndI fhall therefore proceed to give you 
_ fome few, and but a few dire&tions how to 

Be eaten this Tem econ eye tchrme 
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Fwhich I haye given you thefe obfervations, 


fy 
ic 
prim ; he inclines very much to any pafte with 
hich Tar is mixt ; and he will bitealfo ar a 
aller worm, with his head nipp’d off, and a 
od-worm put on the hook before that worm 5 
id I doubt not but that he will alfo in the thiree 
t months (for in the nine colder he ftirs not 
uch) bite ata 2 Base or at a preen Gen- 
sbut can pofitively fay no more of theTench, 
being a Fifh thatl have not often Angled for; 

tI wifh my honeft Scholer may, and be eyet 

tunate when he Fifhes. 


eee 


CHAP. XII, 


lervations of the Pearch, and direétions sa, 
. how to fifh for him. 


is HE Pearch is avery good, and a 
ig very bold biting fihh; He is one 
h: | of the Fifhes of prey, that like the 
Rt Pike and Trout, carries his teeth in 
mouth which is very large,and he dare yen- 
9 kill and devour feverall other kinds of 
* he has a hook’t or hog back, which is ar- 

it h fharp and ftiffe Saves and all his 
armed or covered over withthick, dry, 
4 N 3 hard) 


He will bite ata Pafte made ofbrown bread 
honey, or at a Marfh-worm, or a Lob- 


ies tO $OG UOTT PING LAURIE Oe ad 
hard feales, and hath (which few other Fiq 
e have } two Fins on his back. He is fo bold, 


 thathe will invade one of his own kind, which 
the Pike will not do willingly,and you may 
therefore eafily believe him to bea bold biter, 


The Pearchisof great efteem in Italy faith | 


- _Aldrovandus, and efpecially the leaft are there 
efteemed a daintie difh. And Ge/ner prefers 
the Pearchand Pike above the Trout, or an 

- frefh-water-Fifh : he faies the Germanes haye 

 thisProverb,AZore wholfom then a Pearch of Rhine; 


and he faies the River-Pearch is fo wholfome , 


that Phyficians allow him to be eaten by woun. 


ded men or men in Feavers, or to Women in | 


Child-bed. 


: : Hefpawns but oncea year, andis by Phyfi- | 


cians held very nutritive : yet by many to be 
hard of digeftion: They abound more in the 
River Poe and in England (ayes Randelitius) 
then other parts, and have in their brain a ftone, 
which is in forrain parts fold by Apothecaries, 
being there noted to be very medicinable a. 
“i gail the ftoneinthe reines : Thefe be a part 
of the.commendations which fome Phylolo- 
phical brains have beftowed upon the frefl-wa- 
‘ter Pearch : yetthey commend the Sea-pearch, 
which is known by having but one fin on his 
back, (of which they fay, we Englifo {ee but 4 

_ fey) to bea much better fifth. 7” i 
_ \ Whe pearch growes flowly, yet will grow; q 
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fo foot long ; for my informertold me, fuch 
ne was not long fince taken by Sir Abraham 
iiams, 2 Gentleman of worth, andaloverof _ 
agling, that yet lives, and I wifh he may : 
iswas a deep bodied Fith : and _doubtlefs 
wit have devoured a Pike of half his own 
ngth ; forI have told you, heisabold Fifh, 
haoneasbutfor extreme hunger, the Pike 
ill not devour; for to affright the P:ke and 
ye himfelf, the Pearch will fet up his fins, 
uch like as a Turkie-Cock, will fometimes fet! 
) his tail. ae 
But, my Scholer, the Pearch is not orily vali. 
tto defend himfelf, but heis (as I faid) abold 
ting Fifa, yet he will hot bite at all feafons 
eyear; he is verieabftemious in Winter, 
t will bite then in the midft of the day ifitke 
arm ; and note thatall Fifh bite beft about 
e midft ofa warm day in Winter, and he hath 
en obferved by fome, not ufually to bite till 
e Mulberry-tree buds, that is to fay, till ex- 
eme frofts be paft chat Spring ; for when the 
We ulberry-tree bloffomes,many Gardners. ob- 
ve their forward fruit to be paft the danger of 
ofts, and fome haye made the like obfervati- 
of the Pearches biting. 9 oe 
But bite the Pearch will, and that very Bold- 
and, as one has wittily obferved, iftherebe 
ntie or fortie ina hole, they may be at one, — 
, — N4 ftanding — 


ee ee Ye a ee 
ftanding all catch’d one after another ; they be 
ing,as he faies,like the wicked of the world, not 
afraid, though their fellowes and companions 
perifh in their fight. And you may obferve,that 
they are not like the folitary Pike, but love to 
accompany one another, and march together in 

troops. ° Ue 
And the baits for this bol d Fith 


int ee 


_ are not many ; ¥ mean, he will bite as well at 
fome, or at any of thefe three, as at any or all o- 
thers whatfoever : a Worm, a Minnow,or a little | 


_ Frog (of which you may find many in hay-,_ 
_ time,) and of werms, the Dunghil-wornt called * 
' a Brandling,1 take tc be beft, being well fcow- » 
red in Mofs or Fennel ; or ata worm that lies 
 undera cow-turd witha blewifh head. And if 


ee you rove for a Pearch with a AZinnovy, then itis — 

belt to be: alive: you fticking your hook 
through his back-fin, or’ a Adinnow with uf 
Wier 8, os 34 ae hoo. 
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dk in his upper lip, and letting him fwim up 
d down about mid-water, ora little lower, 
dyou ftill keeping himto about that depth, 
ya Cork, which ought not to bea very little 
ge: and the like way you are to Fith for the 
earch with a fimall frog, your hook’ being 
ftned through the skin of his leg, towards the 
per partof it: And laftly, I will give you 
ut this advice, that you give the Pearch time 
gough when he bites, for there was fcarce e- 
erany Angler that has given him too mach, He 
nd now I think beft to reft my felf, forl haye 
moit {pent my fpirits with talking fo long? 
Venat. Nay, good Matter, one fifh more, for 
m fee it rains ftill, and you know our Angles 
like monie put to ufurie ; they may thrive, 
ough we fir ftill and do nothing, but talk and 
njoy one anothet, Come, come the other fith, ei 
ood Maiter. ee. 
‘Pifc. But Scholer, have you nothing tomixe 
ith this difcourfe, which now grows both 
dious and-tirefome? fhall I have nothing ‘2 
fom you that feems to haveboth agood me. 
foric, and a chearful Spirit > BES SVE m 
Ven. Yes, Matter, I will fj eak youa Copie . 
by Doéttor Donne, 


F Verfes. that were made 
id made to thew the world that he could make 
ft & {mooth Verfes when he thought fmooth- 
4s worth his labour ; and I Joye them the bet- 
f, becaufe they allude to Rivers, and fthand — 

ing, ‘They be thefe : ‘4 — Come 
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Come live with me, and be my Love, 
And we will fome new pleafures prove, 
Of golden fands, and Chriftal brooks, 
Wath filken lines, and filver hooks. 


There will the River whifpering run, 
Warws d by the eyes more then the Sun ; 
And there th’ inamel'd fifh will fay, 
Begging themfelves they may betray. 


When thou wilt (wim in that live bath, 
Each fifb, which every channel hath, 
“eMoft amoron|ly to thee will fiyim, 
. Gladder to catch thee, then thon him. 


Af thon, to be fo [een, beeft loath 
By San or Moon, thou darkneft both ; 
——- Andif mine eyes have leave to fee, 

, _ - L need nat their light, having thee, 


' Let others freeze with Angling reeds, 


_ eAlna cut their legs with fhels and weeds, 
___ Ortreacheroufly poor fifh befet, 
3 With firangling [nares, or windowy net. 


Let courfe bold hands, from flimy nef}, 
Fhe bedded fifhin banks outwreft, 

i Let curious Traitors fleave filk fies, 4 
_. Fo’ witch poor wandring fifes eyes. 


2 
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For thee, thou needft no fuch deceit, y 
For thow thy felf art thine own bait 5 

‘That fife that ts not catch thereby, 

‘Ys wifer far, alas, then I. 


Pifc. Well remembred, honeft Scholer, I 
ank you for thefe choice Verfes, which I have 
eard formerly, but had quite forgot, till they 
e recovered by your happie memorie. Well, 
ging I have now refted my felf a little , I will 
ake you fome requital, by telling you fome 
bfervations of the Eele, for it rains ftill, and 
scaufe (as you fay ) our Angles are as money 
itto Ufe, that thrive when we play, therefore 
| fit ftill and injoy our felves a little longer 
inder this honey-/uckle-hedg. 


’ 


‘ CHAP. XII. 


want {cales, and how to fifh for them, 
7 C. i T is agreed by moft men, that the Eefe 


isa moft dantie fith ; the Romans haye 
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efteemed her the Hellena of their feafts; a 
” and fome The Quecn of pleafure. But. — 
oft men differ about their breeding: fome | 
y they breed by generation as other fifh dos. _ 
ad others, that they breed (as fome.wormes — 


4 doy a 


b ervations of the Eele, and other fifh that — : 


4 


By 
rm 
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do) of mud, as Rats and Mice, and many other 
living creatures are bred in‘ Egypt, by the Over 

_. flowing of the River Wilus : or out of the py 


trifaction of the earth, and divers other waie, 


Thofe that deny them to breed by generatio, 
as: other fih do, ask, if any man ever faw an 
- Eele to havea Spawn or Melt? and they arg 
~anfwered, that they may beas certain of thejy 
breeding, as if they had feen Spawn: for the 
fay, that they are ‘certain that Eeles have al] 
‘parts fit for generation, like other fith, but {o 
imall as not to be eafily difcerned, by reafon of 
their fatnefs ; but that difcerned they may be, 
~ and that the He and the She Eele may be diftin. 
 giifhed’by their fins. And Randelitius faies, he 
has feen €eles cling togethet like Dew-worms. 
And others fay,that Zeles peowing old,breed 
» other Eeles out of the corruption of their own 
age, which Sir Francis Bacon faies, exceeds not 
~ tenyears. And others fay, thatas Pearles are 
~ made of glutinous dew-drops, which are con- 
- denfed by the Sans heat in thofe Countric s, fo 
 £eles are bred of a particular dew falling in the 
- moneths of May or Pune onthe banks of fowe 
particular Ponds or Rivers (apted by nature for 
 thatend) which ina few daies is by the Suns 
heat turned into Eeles. And fome of the Anci- 
ents have called the Ee/s that are thus bred, The 
Offspring of Jove. Lhave feen in the beginning 


aX. 


of udysin a River not far from (anterbury fome 


parts 
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ts of it covered over with young Eeles,about 
sthickne(fs of a ftraw ; and thefe Eeles did lie 
the top of that water, as thick as motes are 
idto be in the Sun: and I have heard the like 
other Rivers, as namely in Severn, (where 
ey are call’d Yelvers jand in a pond or mere hear 
0 Stafford-frire, where abouta fet time in 
mmer, fuch {mall Eeles abound fo much, that 
ny of the poorer fort of people, that inhabit 
ar to it, take firch Eeles out of this Mere, with 
yes or fheets, and make a kind of Eele-cake of 
am, and eat it like as bread. And Gefner 
jotes venerable Bede to fay, that in England 
ere is an Iland called Ely; by reafon of the in- 
merable number of Eel/es that breed init, But 
iat Eeles may be bred as fome worms, and 
me kind of Bees and Wajps are, either of dew, 
‘out of the corruption of the earth,feems to be 
ade pobele by the Barnacles and young Go- 
gs bred by the Suns heat and the rotten 
anks of anold Ship, and hatched of trees 5 
th which are related for truths by Dubartas 
id Lobel, and alfo by our learned Cambden,and 
Dorious Gerrard in his Herball. 
It is faid by Randelitiws, that thofe Eeles that 
tbred in Rivers that relate to, or be nearer to 
> Sea » hever return to the freth waters (as the 
lmon does alwaies defire to do) when they 
geonce tafted the falt water; and { do the 
te eafily believe this, becaufe f am certain 
. that 


aay ee ee | ee 
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that powdered Bief isa moft excellent baj 
catch an Eele and though Sir Francis Bacon wi} 
allow the Ee/es life to be but ten years 5 yethejn | 
his Hiftory of Life and Death, mentions a Lay 
prey belonging to the Roman Emperour to be : 
madetame, and {okept for almoft threefcore 
years: and that fiich ufeful and pleafant obfer: 
vations were made of this Lamprey, that Craffis 
the Oratour (who kept her) lamented hey 
death. And we read (in Doctor Hackwel) that 
Hrtenfius was feen to weep atthe death of a 
_ Lampreythathe had kept long, and loved ex. 
— ceedingly.. 

_ Itis granted by all, of moft men, that Ee/es, 
for about fix moneths (that is to fay, the fix 
__ cold monethis of the year) ftir not up and down, 

neither iri the Rivers nor the Pools in which 
they uffially are, but getinto the foft éarth or 
mud, and there many of them together bed 
_ themfelves, and live without feeding upon any 
thing (as hayetold you fome Swiallowes have 
been obferyed to do in hollow-treés for thofe 
fix cold moneths ;) and this the Ge/ and Sypallow 
_ do, asnot being able. to endure winter wea- 
ther: For Gefner quotes Albertusto fay, that 
in the year 1125 (that years winter being morc | 
_cold thenufually) Eelesdid by natures inftinc 
get out of the water into a ftack of hay in a” 
Meadow upon drie ground, and there bedded 
hemfelyes, but yet at laft a froft kil’d +e 
Ge ti se An 4 
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dour Cambden relates, that in Lancafhire Fi- 
5 are dio’d out of the earth with Spades, 
here no water is near to the place. Ifhall fay 
e more ofthe Eele, but that, as it is obfer- 
he is impatient of cold ; fo it hath been ob- 
ved, that in warm weather an Eele has been 
own to live five daies out of the water. 

And laftly, let me tell you that fome curious 
archers into the natures of Fifh, obferve that 


yer Eele, and greenor greenifh Eele, (with 

hich the River of Thames abounds, and thofe 

e called Gregs ;) anda blackifh Eele, whofe 

ad is more flat and bigger than ordinary 

Wes ; andalfoan Eele whole Fins are reddith, 

id but feldome taken in this Nation, (and yet 
cen fometimes :) Thefe feveral kinds of Eeles 
e(fay fome) diverfly bred, as namely, out of 
@ corruption of the earth, and by dew, and 
ner waies, (as I have faid to you:) and yet it 

firmed by fome fora certain, that the fiver 
léby generation, but not by Spawning as o- 

er Fifth do, but that her Brood come aliye 

3m her, little live Eeles no bigger nor longer 

§napin; andI have had too many teftimo- 

of this to doubr the truth of it my felf, and 
[ thought it needful might proyeit, but I 

nk itis needleffe. - _ 

And this Eele of which I have faid fo much 
you, may be caught with diyers kinds of _ 
e : Baits5 


ere be feveral forts or kinds of Eeles, asthe 


ml eee s vee See ae 
Baits as namely with powdered Bief, wih 
Lob or Garden-worm, with a Mino, or gure 
a Hen, Chickea, or the guts of any Fih, or With 
_ almoft any thing, forhe isa ercedie Fit ; bur 
_. the Ecle may be caught efpecially witha little 
avery little Lamprey, which fome calla Pride, 
and may inthe hor moneths be found many of 
' them in the River Tames, and in many mud. 
heaps in other Rivers, yea, almoft as ufually ag _ 
one finds worms ina dunghill. ; 
Next note, that the Ecle feldom ftirs in the 
a day, but then hides himfelf, and therefore he jg” 
 ufually caught by night with one of thefe bairg 
eof wrbich Ihave fpoken, and then caught 5 
laying hooks, which you are to faften to the © 
bank or twigs of a tree; or by throwing a {tring 
croffethe ftream with manie hooks at it, and | 
baited with the aforefaid Baits, anda clod, or 
plummet, or ftone, thrown into the River with 
this line, that fo you may inthe morning find 
_ itnearto fome fixt place, and then take itu 
witha Drag-hook or otherwife: but thele 
things are ined too common to be fpoken of, 
and an hours fifhing with any Angler will teach 
you better,both for thefeand many other com- 
mon things in the practical part of Axgling, 
_ thanaweeks difcourfe. I fhall therefore con- 
~ elude this direction for taking the Eele, by tel- 
ling you, that in a warm day in Summer I 
_ haye taken many a good Eele by fingling; 


an 
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d- have been much pleafed with that 
pit. ) 

‘And becaufe you that are but a young Ang- 
t know norehse fighng is, Twill now teach 
toyou. YourememberI told you that Eeles 
9 not ufuallie ftir in the day times for then 
ey hide themfelves under fome covert, or un- 
t boards or plancks about Floud-gates, or 
sires, or Mills, or in holes in’ the River 
s; and you obferying your time in a warm 
y>» when the water is loweft, may take a 
Ong {mall hook tied toa {trong line, orto a 
ing about a Yard long, and then into one of 
efe holes, or between any boards about a 
1, or under any great ftone or planck, or a- 
place where you think an Eele imay. bide or 
aicer her felf, there with the help of a fhort 
ck put in your Bait, bur leafurely, and as far 
ou may conveniently ; and itis fcarce to 
doubted, but that if there be an Eele within 
Might ofit, the Ecle will biteinftantly, and 
ertainly gorge it: and you need not doubt 
have him ifyoupull him notout of thehole 
9 quickly, but pullhim out by degrees, for 
lying folded double in his hole, will with 
help ofhis tail break all, unleffe you give 
time to be wearied) with pulling, and _ 
Bet him out by degrees; not pulling too 
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: And to commute for your great patie 
Piisines wiiroa legs resuakedkisEcle © 


eee —_ 


a moft excellent difh of meat : 

Firft, wafb him in water and falt, then pull off his 
skin below his vent or navel, and not much farther : 
having done that, take out his guts as clean as yon 
can, but wafh him not : then give him three or four 
Scorches with a kuife, and then put mto his belly and 
thofe [corches fiveet herbs, an Anchovy, aud a littl 
Nutmeg, grated or cut very fmall, and your herb 
and Anchovis muft alfo be cut very fmall, and mix: 
with good butter and falt: having done thts, then pull 
his skin over him all but hishead, which'you are 
cut off to the end you may tye bis skin abous that pan 
where hishead grew, andi miuft be fo ryed as to keep 
Gill bis ‘wmsiflwre within tis skin: and having dont 

this, tye him with Tape or Pack-rhredto aspit, si 
_-vofte him lea{urely, and bafte him with water and fal 
‘gill bis skin breaks, and then with butter + aaa hm 
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fled him enough, let what was put inte his belly, 
what be drips be his fawee. cae 


S. F. 


But now let me tell you,that though the Bele 
gs dreft be notonly excellent good, bur more 
gmlefie then any other way, yer itis certain; 
t Phyficians account the Eele dangerous 
gat ; I will advife you therefore, as Solomon 
esof Hony, Prov. 25. Haft show found it, eat 
more then is fufficient, leftthou fucfeit, for it is nor 
dto cat much honey. And let meadd this that 
uncharitable Jralian bids us, Give Eck; and 
pine to our enemies; i 

And I will beg a little more of your atterition 
H you that dldrovandus and divers Phy fiti- - 
scommend the Eele very much for medicine 
ugh not for meat. Butlet me tell you one 
ervation, That the Bele is never out of fea- 
,asTronts and moft other fifhare at {er times, 
eaft moft Eeles are not. 
might here{peak of many other Fith whofe 


quent both theSea and frefh Riversjas name- 
he Lamprel, the Lamprey and the Lamperne 3 
alfo of the mightic Congre, taken often ig 
ane, about Glocefter, arid in: what high e- 
Mm manie of them are for the curiofitic of 
Ftafte; but thefé are not fo proper to be 
rd of by me, becaufe they makeus Anglers 
mh: ° 4 ne 


¢ arid nature are much like the Eele,and. 
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no fport, therefore I will let them alone as ‘the 

Jewes do, to whom they are forbidden by their 
Law. . 

And Scholer, there is alfo a Flounder, a Sea. ” 
fith, which will wander very far into frefh Ri_ 
vers,and there lofe himfelf,and dwell and thrive 
to a hands breadth, and almoft twice fo lon ga 
Fith without fcales, and moft excellent meat 
anda Fith that affords much fport to the Ang. 
ler, with any {mall worm, but efpecially a little 
blewith worm, gotten. out of Marfh ground or 


- Meadowes, which fhould be well fcowred 5 but 


this ore it be moft excellent meat, yetit 
wants {cales, and is as I told youtherefore ana. 


~ bomination to the Jewes. 


But Scholer,there is a fifh that they in Lanca. 


fhire boatt very much of, called a Char, taken 


there, (and I think there only,) in a Mere cal- 
led, Winander Mere; a Mere, faies Campden, that 


isthe largeft in this Nation, being ten miles in 


length, & as {mooth in the bottom as if it were 
paved with pollifit marble : this fifh never ex- 
ceeds fifteen or fixteen inches in lengths and ’tis 
fpotted likea Trout, and has fcarce a bone but 
onthe back : but this, though I do not know. 
whether itmake the Angler {port, yet I would 


~ have you take notice of it, becaufe itisa raritie, 


are 
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~ 8 of fo high efteem with perfons of great note. 


* Nor would I have you ignorant ofa rare fifh, 


called a Gaimad, of which I fhall tell you what, 
be re Ln ‘ Campa 


% 


mpden, and others {peak. The River Dee 
which runs by (hefter,) {pringsin AZerionuith._ 
we,and as it runs towardCheffer,it runs through 
temble- Mere, which is a large water : And it is 
bferved, that though the river Dee abounds 
fith Salmon,and Pemble-Mdere with the Griniad, 
there is never any ‘Sé/mon caught in the 
Vere, not a Guiniadin the River. And: now 
by next obfervation fhall be of the Barbel.- 


CHAP. XIV. 


fervations of the Barbel, and directions 
how to fifh for hin, 


fc. # HE Barbelis fo called (faies Gef- 
a f ner) by reafon of his Barb or Wat- 
‘tels at his mouth, which is under 
hisnofe or chaps. He is one of 
hofe leather-mouthed Fifh that I told you of, 
at veric feldombreak his hold if he be once 
90k’d: but he will often break both rod and 
ne if he proves to bea big one. gabe 
But the Barbel, though he be of a fine fhape, 
ad looks big, yetis'not accounted the beft fifh 
eat,neither forhis wholfomnefs nor his tafte: 
ut the Male isteputed much begter then the 
male, whofe Spawn is verie hurtful, as I will 


iefently declare to you. tie ae eae 
b, 03 They . 
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‘ih a Fr. . 
They flock rogether like fheep;and are at wo.n. 
in oh pril, aber whieh Eihed thes fpawn, ba 
quickly grow to be in feafon. He is able to liye 
in the ftrongeft {wifts of the Water,and in Sum. 
mer love the fhalloweft and fharpeft ftreams . 
and loves to lurk under weeds, and to fecd on 
gravel againft a rifing ground,and will root and 
dig in the fands with his nofe likea hog, and 
there nefts himfelf: yet fometimes he retires to 
_ deep and fwift Bridges, or Floud-gates, or 
 Weires, where he will neft himfelf amongft 
piles, or inhollow places, and ‘take fuch hold ’ 
of moffle or weeds, that be the water never {o> 
fwitt, it is hot able to force him from the place 
that he contends for, This is his conftant cu- 
- ftome in Summer, when he and moft living 
__greatures {port themfelves in the Sun, but at the 
= a of Winter, then he forfakes the fwift 
ftreams and fhallow waters, and by degrees re. 
tires to thofe parts of the River that are quiet 
and deeper ; in which places (and I think about 
___ that time) he Spawnes, andasThave former! 
told'you, with the help of the Melter, hides his 
Spawn or eggsin holes;which they both dig in 
the gravel, and then they mutually labour to 
‘cover it with the fame fand, to prevent: it from 
‘ gn hier’ by other fifh. ” 
“ There be fuch ftore cf this fifh’in the River 
~ + Danubie, that Randelitins {aies,they may in fome 
"places efit, and in fometmonerts of the yext 
Sh eae € 
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raken by thofe that dwell nearto the River, 
their hands, eight or ten load at a time 5 
faies, they begin to be good in May, and 
at they ceafe to be fo in eZuguft, but it is 
gnd to be otherwife in this Nation : but thus 
-we agree with him, that the Spawn of a 
ybell, if it be not poifon as he faies, yet that 
js, dangerous meat, and efpecially in the 
oneth of eACay ; which is fo certain that Ge/- 
rand Gaius declare, it had an ill effect upon 
em even to the indangering of their lives. 

his fith is of a fine caft and handfome fhape, 
gall {cales, and plac’d after a moft exad and 
rious manner, 


* 
' 


id, as I told you, may be rather faid not to be. 

then to be good meat ; the Chwb and he have 
bink) both loft.a part of their credit by ill 

okery, they bein reputed the worft or cour- 

Lf. Eo gee : but the Barbe! affords 
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an ine choice fport, being a luftie anda cun. 
ning F 
- ger the breaking of the Anglers line, by rune 
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e 
if; fo luftie and cunning as to endan. 


ning his head forcibly towards any covert, or 
hole, or bank: and then ftriking at the line, to 
break it off with his tail (as is obferved by Pi, 
tark, in his Book De induftria animalium) and 
alfo fo cunning to nibble and fuck off your 
worm clofeto sa hook, and yet avoid the let. 
ting the hook come into his mouth. 

‘The Barbel is alfo curious for his baits,that js 


to fay, that they be clean and {weet ; that is to 
a 


fay, to have your worms well {cowred, and not 
kept in fowre and muftie moffe, for he is a curi- 
ous feeder, for at a well-fcowred Lob-worm, 
he will bite as boldly as at any bait, and {peci- 
ally,ifthe night or two before youFihh for him, 
you fhallbait the places where you intend to 
Fifh for him with big worms cut into pieces :’ 
and note, that none did ever over-bait the 
place, nor Fifh too early or too late for a Barbel, 
And the Barbel will bite alfo at Gentles, which 


- (not being too much fcowred, but green) are a 


choice bait for him : and fo is cheefe, whith is 


* not to be toohard, but kept a day or two in a 
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-wetlinnen cloth to make it tough 5 with this 


you may alfo bait the water a day or two before 
- you Fifh for the Barbel, and be much the like- 
a to catch ftore, and if the cheefe were laid in 


clarificd honey a fhort time before (as namely, 
¢ alt 


F. oi. ee is ava 
hour or two) you were ftill the likelier to ° 
tch Fith: fome have directed to eut the 

eefe into thin pieces, and toafte it, and then 

e it on the hook with fine filk :' and'fome ad- ~ 
fe to Fith forthe Barbel with Sheeps tallow 
ad foft cheefe beaten or work’d intoa Pafte, 
nd thar it is choicely -good in e4uguff, and I 
elieve it: butdoubrleffethe Lob-worm well 
cowred, andthe Gentle not too much fcow- 
ed, andcheefe ordered asI have directed, are 
aits enough, andI think will ferve in any 
goneth ; though fall commendany Angler 
hat tries conclufons, and is induftrious toim- 
ove the Art, And now,my honeft Scholer,the 
one fhowre, and my tedious Difcourfe are 
goth ended together : And I fhall give you but 


ell, your Rod and Line'be both long, and of — 
good ftrength , for (as I told you) you will 
ind him a heavie and a dogged Fith to be dealt 
vithall, yet he feldom or never breaks his hold 

fhe be once ftrucken. And ifyou would know 


6 favour with Doétor Sheldon,whofe skill is a- 
dove others ; and of that the poor that dwella- 
bout hint have a comfortable experience. 
} And now lets go and fee what intereft the 
Trouts will pay us for letting’ our eAngle-rods 
e fo long, and {o quictly in the water fortheir | 
fe. Come, Scholer, which will you take upa 4 
y ‘ Ven, : . 


his Obfervation, that when you fith fora Bar- 


more of fifhing for the Umber or Barbel, getin. 


Ven, Which you think fit, Mafter. 
_ Pife. Why, you fall take up that 5 for I an 
certain by viewing the Line, ithasa Fihh ar j, 
Look you, Scholer : well done. Come now, 
take up the other toos well, now you may tel] 
my brother Peter at night, that you have caught 
a leafe of Trouts thisday. And now lets move 
roward our lodging, and drink a draught of 
Red-{owes Milk, as we go, and give pretty 
¢Mandlin and her honeft mother a brace of 
rots for their fupper. 
Venat. Matter, I like your motion very well, 
- and I think itis now.about milking time, and 
-yonder they beat it. 
Pifc. God {peed you, good woman, I thank 
syou both for our Songs laft night; Land my 
 gompanion haye had toch fortune a Fifhing this 
sday, that werefolve to give you and —Mandlin 
4 brace of Trouts for fupper, and we will now 
- tafte a draught of your Red-Cowes milk, 
 ¢ Milky. Martie, and that you fhall with all 
amy heart, and I will be ftill your debtor when 
~ youcome this way ; if you will but {peak the 
-word, |I will make you a good Sillabub, of new 
 Verjuice, and then you may fit down ina hay- 
cock and eatit, and «ACaudlin fhall fit by and 
fing :youthe good old Song ofthe Hunting m 
- Chevy Chafe, or fome other good Ballad , for 
fae hath good ftore of them: AZandlin my ho- 
pelt Aandbn hath a notablememory, gnc Ne 
yee thikns 
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ach honeft men. 
Venat. We thank you, andintend once in a 
eth to call upon you again, and give youa 
le warning, and 1o good night ; good night 
flaudlin. Andnow, good Matter, lets lofe 
time ; but tell me fomewhat more of Fifh- 
g, and if you pleafe, tirft fometing of Fithing 
Fa Gudgion, 

Pifc. { will, honeft Scholer. 


CHAP. Xy. 


fervations of the Gudgion, the Ruffe and 
he Bleak, and how to fifh for them. 


He Gudgion is reputed a Fifh of excel. 
lent sche, and tobe very wholfome : 
he is of a fine fhape, ofa filyer colour, 
and beautified with black {pots both 
his body and tail. He breeds two or three 
hes in the year, and alwaies in Summer. He 
ommended fora Fifh of excellent noarifh-. 
ent: the Germanes call him Groundling, by 
fon of his feeding onthe ground ; and he 
te feafts himfelf in tharp ftreams, andon the 
vel , He and the Barbe! both feed fo, and.do 
E-hunt for flies at any time, as »moft other 
hes do ; he is an excellent’ fith to enter a 
. youn eg ‘ 
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ere ws Ui eT Ce eee hed oe a oe 


k nothing too good for you, becaufeyou 


as 580 case a Ck ee Ne 
young Angler, being eafic to be taken with 
{mall red worm, on or very near to the groung 
He is one of thofe leather-mouthed fifh thar h,° 
- — histeeth in his throat, and will hardly be lof 
_ off from the hook ifhe be once ftrucken: the 
- benfually fcattered upfand down every Rive, 
in the fhallowes, in the heat of Summer ; by 
in Awtumne, when the weeds begin to grow 
— fowre or rot, and the weather colder, then the 
gather together, and get into the deeper parts 
of the water 5 ri are to be Fifhed fo, 
there, with your hook alwaies touching the 
a ground, if you Fifh for him witha flote, of 
with acork: But many will Fith for the Gud. 
_ gion by hand, witha running line upon the 
_ ground, without a cork, as a Trout is Fifhed for, 
ane itis an excellent way, if you havea gentle 
‘rod andas gentleahand. 
"There is aifo another Fifh called a Pope, and 
by fomea Rafe, a Fith that is not known to be 
Gf fome Rivers ; itis much like the Pearch for 
‘this thape, and taken to be. better then . the 
‘Pearch, but will not grow to be bigger thena 
‘Gudgion : he is an excellent Fifh, no Fifh that 
{wims is of a pleafanter tafte, and he is alfo cx- 
‘cellent to enter a young 4 ler, for he is a gree- 
‘dy biter, and they will ufually lie abundance of 
then together in one referved place where the 
_ waterisdeep, and runs quietly, and an eafie 
of ‘Angler, if he has found where they lic, my 
t. say 1 cate 
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ch forty or fifty, or fometimes twice fo ma- 
ata ftanding. i 
You muft Fifh for him with a fmall red- 
rm, and if you bait the ground with earth ir 
xcellent. 

‘There is alfo a Bleak, or frefh-water-Sprat, a 

fh that is ever in motion, and therefore call- 

by fome the River-Swallow 5 for juft as you 

all obferve the Swallow to be moft evenings in 

mmer ever in motion, making fhort and 

ick turnes when he flies to catch Flies in the _ 
e, (by which he lives,) fo does the Bleak, at 

2 top of the water. —4u/onius would have him 

led Bleak from his whitifh colour: his back 

fa pleafent fad or Sea-water-green,his belly 

uite and fhining as the Mountains inow 3 and 

btleffe though he have the fortune (which 

tue has in poor people,) to be negle&ed, yet 

e Bleak ought to be much valued, though we 

nt Allamorf{alt, and the skill'that the Liah- 
have toturn theminto Anchovis. This fith 

y be caught with a Pater-noffer line, that is, 
or eight very {mall hooks tyed along the line © 

e half foot fara the other : I have feen five 

i@ht thus at one time, and the bait has been 
intles,then which none is better. youn 
Or this Fifh may be caught witha fine {mall 
ificial flie, which isto bea very fad brown 
dur, and very {mal]; and the hook anfwera- 
,. There is no better {port than. whipping 
mh for 
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for Bleaks in atoat or on a banck in the fwift 
water ina Summers evening, with a Hazle to 

-about five or fix foot long,and a line twice the 

Jength of the Rod. I have heard Sir Henry Wo, 

ton ty. that there be many that in Jtaly wil] 

catch Swallows fo, or efpecially ALartins, (the 
Bird-angler ftanding on the topof a Steeple to 
‘do it, and with a line twice fo long as I haye 
{poken of: ) And let me tell you, Scholer, thar 
bothAZartins and Bleaks be moft excellent meat, 
And let me tel you,that Lhave known a Hern 
that did conftantly frequent one place, caught 
with a hook baited witha big Minnow or a 
fall Gudgeon. ‘The line he hook mutt be 

. ftrong, and tied tofome loofe ftaff fo big as the 

cannot flie away with it, aline not exceeding 
two Yards, 


CHAP. XVI. 
Is of nothing, orthat which is nothing worth. 


¥ purpofe was to give you fome dire- 
Me concerning Roach and Dace, and 
fome other inferiour Fith, which 

i makethe Anglerexcellent {port, for 

_ yomknow there is more pleafure in hunting the 

_-  Harethanin eating her,: but I will forbear at 
this time to fay any more, becaufe you fee es 
; . ef 
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cdmes our brotherPerer and honeft Coridon 5 
itjiwill promife you,that as you and I fifh and 
alk to morrow towards London, if have now 
gotten any thing that I canthen remember, 
will not keep it from you. 


eet fo juft together at this very door. Come 
foftefs, where are you? is Supper ready? 
me, firft give us drink, and be as quick as you 
in, for I believe we are all very hungrie. Well, 


nk, and tell me what luck of fifb: we two 
ave caught but ten Trouts, of which my Scho- 
# caught three; look here’s eight, and a brace 
c ay away : we have hada moft pleafant 
y 


ome both wearie and hungrie, and now meat 
hd reft will be pleafant. 
_ Pet. And Coridou andI have not had an un~ 


touts ; for indeed we went toa good honeft 
ile-houfe, and there we plaid at Shovel-board 
alf the day 5 all the time that it rained we were 


lad we are now with a drie houfe oyer our 
s; for hark how it rains and blows, Come 
loftefs, giveus more Ale, and our fupper with 
hat hafte you may ; and when we have ‘fup’d 
rus haye your Song, Pifcator, and the Ketch 
tyour Scholer promifed us, or elfe Coridon 
ll be dogged, Pife. 


% 


‘Well met, Gentlmen, this is Iucky that we. 
totlfer Peter and Coridon, to you both; come . 


or fifhing and talking, and are returned 
leafant day, and yet Ihaye caught but five © 3 


here, andas metrie asthey tharfifhed, andI 


PY C. pe a will not be worfe than 
word, you fhall not want my Song, and J 
J fhall be perfect in it, ae hop t 


Venat. And I hope the like for my Ketch 
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which I have readie too, and therefore lets 

merrily to fapper, and then have a gentle tonal ) 
at finging and drinking ; but the laft with mo. : 
deration. ) 
Cor, Come, now for your Song, for we haye | 
fed heartily. Come Hoftefs, lay afew more 
__ fticks on the fire, and now fing when you wil], - 

_,. Pifc. Well then, here’s to you Coridon, and 
; now for my Song. : 


Oh the gallant Fifhers life, - 
Asis the beftof any, . 
Tis full of pleafure, void of ftrife, 
eAnd’tis belov'd of many : 
_ Other joyes ve Pela | 
are buttoyes, 5 
anely this ayo 
lawfulis, hy, 
for our skill 
et ie . breeds no ill, 
.... but content and pleafure. 


In a morning up we rife 
«Ere Aurora's peeping. 
.- - Drink.a cup to wafh our eyes, 
+ Leave the ticead fleeping: se 
Bac cae eaia, ys SAR eae ak) ee 


-% - 
** sf 
PEAR: eth 


Jileth 


Then we ga 
to and fro,” 
with our knacks - <\'* 
at our backs; 
' tofuch ftreams — 
: a the Thames, - 
of we have the leafure. 


When we pleafe ta wait One 

For our recreation, 

In the fields 1s onr abode, 

Full of delettation : 
Where in a brook, 
with a hook, 
or a Lake, 
fib we takes 

| there we fit, 

4 for ebit, . 
till we fifh intangle.- 


We have Gentles in a horns 

We have pafte and worms too; 

We can watch both night and morn; 

; | Suffer rain and forms too: th ee 

» None do here 

, we to {wears 

°°". oaths do fray : 
210. fifo away, quam! 
2 < qwe fit fill, 1109S 

9 jpatch oni quill 3 Ly atid. 4 

ers muff not rangle. 


if 
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a ean ~ ed 2 eto a " 
If the Suns exceffive he Lay ' 
Make our bodies (welter, : 
To an Ofer hedge we ger 
For afriendly foelter, 
Where ina di 
Pearch or Pike, : 
Ty Roch or Dace | 
we do chafe, 
_ Bleak or Gudpion 
without grudging, 
«we are fill contended, 


_ Or we fometimes palfe an hour | 
‘Onder a green Willow, | 
| That defends us from a flowre, 

Making earth our pillovp, | 
There we may 

a: think and pray 
fe before death 
fops onr breath : 
_ * other joyes 


are but chee 
and to be lamented. | 
: Jo. CHALKHILL, 


Venat. Well fung, Mafter, this daies fortune 
and pleafure,and this nights company and fong, 
doall make me more and more ‘in love with 
angling. Gentlemen,my Mafter left me alone for 
an hour this day, andI verily believe he reti- 
red himfelf from talking with me,that-he nics 
: ¢ 


. 
Beh 

* bi } 
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awe bcticsaed <) th ha coeaen. wre he Sd ie 
perfec inthis fong: wasitnot Matter ? 
pifc. Yes indeed, for it ismany Years fincé 
n’d it, and having forgotten a partofit, I 
; forced to patch it up by the help of mine 
ninvention, whoam not excellentat Poe- 
s, as my part ofthe fong may teftifie: But 
that J will fay no more, left you fiouldthink =. 
ean by difcommending itto beg your com-. * © 


coke 


al, and hayea good fancie to boot. Me 
Zena. Marry and that you thall, and as free~ 
sl would haye my honeft Mafter tell. me 
ne more fecrets of Fifth and Fifhing as we 
Ik and fith towards Lowdon to morrows But 
fter, firft let me tell you, that that very hour 
ich you were abfent from me, I fate down 
der a Willow-tree by the water fide, and confi- 
ed what you had told me of the Owner of 
pleafant Meadow ‘in which you then Jefe 
5 that he hada plentiful eftate, and not a 
sothink fo; that hehad at ‘this time mia- 
Law-fies depending, and that they both 
mp’d his mirth, and took up fo much of \his 
e and thoughts, that she himfelfhad not lei- 
@ to take the fweet content that I (who pre- 
ded no title to them,) took inhis¢ields 5 for 
ould there fit quietly, and looking on the 
or, fee fome Fithes fport themfelves ia the 
q P 2 falyer 


“aan is — = a a = mets « ete! . 
filver ftreams, others leaping at Flyes of incall 
fhapes and colours ; looking on the Hils 
behold them {potted with Woods and Groves. 
looking down the Medows, could fee here ? 
Boy gathering Lillies and Lady-fmocks,and there 
a Girle cropping (w#/verkeyes and Cowflips, all to’ 
_ make Garlands futable to this pleafant Month. 
of May: thefe and many. other Field-flowers 
fo perfumed the aire, that I thought that very 
eadow like the Field in Sicilp(of which yp, 
“odorus {peaks) where the perfumes. arifin 
- from the place, makes all dogs that hun 
_ init, to fall off, and to lofe their etree fent,. 
I fay, as I this fate joying in mine owne happy 
condition, and pitying this poor rich man, 
that ought this,and many other pleafant Grove, 
and Meadows about me, I did thankfully re. 
~~ member what my Saviour faid, that the meek 
he polfels the earth ; or rather, they injoy what the 
other poffefs andinjoy not, for Anglers and 
: meek Cor i are free from thofe 
high, thofe reftleffe thoughts which corrode the 
tweets of life; and they, and they onely can 
fay as the Poet has pappily exprett it: 
Hail bleft eftate of lowlineffe ! 
- Happy enjoyment of (uch minds, 
- As rich in felf-contentedneffe, 
Can, like the reeds in rougheft winds, 
/ )  Byyielding make that blow but fmal, ' | 
_ ° < \dt whith proud Oaks and Cedars fal, - | 
EE See ~ There 
| 
f 
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The Complete Angler, 213 
‘There came alfo into my mind at that time, 
tain Verfes in praife of a mean eftate, and an 
mble mind, they were written by Phineas 
etcher : an excellent Divine, and an’ excellent 
ler, and the Author of excellent Pifca- 
y Eglogues,in which you finall fee the pi@ure 
this good mans mind. : 

0 empty hopes, no Courtly fears him fright, 
No begging wants,bis middle fortune bite, 
yt feet content exiles both mifery and {pite. 


is certain life, that never can deceive hin, 

full of thoufand fiveets, and rich content : 

¢ {mooth-leav’d Beeches in the field receive him, 
ith cooleft flrade, till noon-tides heat be fpent : 

His life is neither toft in boifterors Seas, 

Or the vexatious world,or loft in flothfull eafe's 

S dee ful bleft he lives,when he htsGod can pleafe. 


is bed more fafe then foft yields quiet fleeps, 

ile by his fide his faithful Spoufe has place, 

i little fon into his bofom creeps, 

thively pitture of his fathers face. 

His humble houfe,or poor ftate ne're torment him , 
Le fi he couldlike,if less his Gud had lent hina, him. 


sentlemen,thele werea part of the thoughts 
t then poffeft me, and I there made a conver- 
| of a piece of an old Ketch,and added: more 
fitting them to be fung by us anglers:come 
Rer,you can fing wel,you mutt fing a part of 
itis in this paper, Beare The 


‘e 


d when he dies, green turfs do for a tomb content - 


(214) 
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The ANGLERS Song, | 


| For two Vayces, Treble and Baffe. CANT US. Set by Mt. Henry Lam, 


Mess aes 


An’s life is but vain;for ’tis hosters to ce and aes 


von == fell _— 


see fa ii 
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wreathes Sores fair,nor will we vex now though ft it rain;we'l bani 
a 
z fazjae= ee 


‘all forrow, and fing tillto m orows an dh Angle, ta Al agai ig 
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Pet. Imatrie Sir, this is Mufick indeed, thi 
has cheer’d my heart, and made me to reme “7 
ber fix Verfes in praife of Mufick, which I will 
{peak to you inftantly, 


— eMafick miraculous Rhetorick,, that Sheak’ ft Senfe 
. Without a tongue, excelling eloquence; 
With what oat might thy errours be exens d 
Wert thon as truly lov'd as th’ art abus d? 
But though dull fouls negleét,and [ome reprove thee, 
I cannot hate thee, caufe the Angels love thee. 


_ ~ Pife. Well remembred brother Peter, thefe. 
__. Werfes came feafonably. Come,we will all Joyn., 
____together,mineHofte and all,8c fing my Scholers 

~ Ketch over again,and then each man drink the 

tother cup and to bed, and thank God we haye 
adry houfe oyer our heads. 
_— Pifc. Well now, good night to every body, 
» Pet, And fo fay 1. 
Ven. Andfo fay 1. | : 
€or. Good night to youall, and I thank you. 
Pifc. Good morrow brother Peter, and the 
like to you honeft Coridon : come, my Hoftis 
 faies there is feyen hhillings to pay, lets each 
_ mandrink apotfor his mornings draught, and _ 
_. lay down his two fhillings, that fo my Hoftis 
may not have occafion torepent her felf of be- 
ing fo diligent,and ufing us fo kindly. j 
' Pet. The motion is liked by every body, and 
Bi RE Shake ; fo 


\ Syke he 
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Hoftis, here’s your money, we Anglers are 
i beholding to you, it will not be long ere Ile 
e you again. And now brother Pi/cater 1 
yifh you and my brother your Scholera faire 
ay,and good fortune, Come Coridon,this is our 


yay. 
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of Roch and Dace, and how to filh for them. | 
4 And of Cadis. i 


Ten. Ood Mafter, as we go now to- 
% ex: London, be ftill fo courteous 

as to give me more inftructions,for 
I have feverall boxes in my memo- 
y in which I will keep them all very fafe, there 
hall not one of them be loft. - t 


_ Pifc. Well Scholer, that I will, and I will 


and may help you forward towards a perfecti- 
pn in this Art, and becaufewe have fo much ~ 
ime, and I have {aid fo little of Roch and Dace, 
will give you fome dire&ions concerning. 
hem. ; 

Some fay the Roch is fo called, from Rutilus, 
which they fay, fignifies red fins: Heis a Fifh. 
of no great reputation for his dainty tatte, and 
lis Spawn is acccunted much better then ang! 
ce  * other — 


hide nothing from you that I can remember; 


Cee | AR REE LE OEE. 
other part ofhim. And you may take noticg 
that as the Carp is accounted the Water-Fox, te 
his.cunning,fo the Roch is accounted the Water. 
Seep for his fimplicity or foolifhnefle. It is no. 
ted that the Roch and Dace recover ftrength, ang 
w in feafon in a fortnight after Spawning the 
| Barbeland Chubina moneth, the Trowt.in fou, 
_ moneths, andthe Ss/mon in the like time, if. 
he gets into the Sea, and after into frefh-water, 
Roches be accounted much better in the Ri. 
ver then ina pond, though ponds ufually breed 
the biggeft. But there is. a kind of baftard final] 
Roch that breeds in Ponds with avery forked 
_ tail,and ofa very {mall fize, which fome fay is 
bred by the Bream and right Roch, and, fome 
Ponds are ftored with hele beyond belief ; and 
_ knowing-men know their difference and call 
_ them ‘Rads; they differ from the true ‘Roch as 
- muchasa Herring from a Pilchard, and thefe 
__ baftard breed of Roch are now fcattered in ma- 
ny Rivers, but I think not in Thames, which I 
believe affords the largeft and fatteft in this 
Nation, efpecially bidbocs Lendon-Bridg : the 
Roch is a leather-mouth’d Fifh, and has a kind 
of faw-like teethin his throat, And laftly let 
me tell you, the Roch makes an Angler excel- 
lent {port, efpecially the great Roches about 
London, where I think there bethebeft Roch- 
Anglers, and I think that the beft Trout-Anglers | 
bein Derbyshire. 
aoe Next 
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Next let me tel you,you fhall fith for this roch 
)Winter with Pafte or Gentles, in April with. 
jorms or Cadis ; inthe very hot moneths with 
tle white fnailes, or with flies under-water, 
or he feldom takes them at the top, though the 
ace will, In many of the hot moneths,Roches _ 
ay alfobe caughtthus: Takea A4Zay-fly or 
dnt-fly, fink him witha little lead to the bot- 
9m neat to the piles or pofts of a Bridg, or near 
pany pots of a Weire, [mean any deep place 
there Roches lie quietly, and then pull your 
lie up very leifurely,and ufually a Roch will 
pllow your bait tothe very top of the water 
daze on itthere, and run at it and take it 
eft the flie fhould flie away from him. 
Ihave feen this done at Windfor and Henly. 
Bridg, and great ftore of Roch taken, and fome- 
es a Dace or Chub 5 and in Auguft you may 
Fifh for them witha Pafte made onely of the 
srumbs of bread, which fhould be of pure fine 
Manchet ; and that muft be fo tempered be- 
wixt your hands till it be both foft and tough 
00 ; avery little water, and time, and labour, 
ind clean hands will make ita moft excellent 
afte: But when you Fifh withit, you muft — 
ave a fmall hook, a quick eye, anda nimble 
and,or the bait is loft and the fifh too ; (if one 
aay lofe that which they never had) with this 
ba{te,you may,as I faid,take both the Roch and 
he Dace or Dare, for they be much ofa kind, 
in 


SOD SOC COPE Angler. . 
in matter of feeding, cunning, goodneffe and 
ufually in fize. And therefore take this general] 
direction for fome other baits which ma 
cern you to take notice of. They will bite al. 
moftat any fly,but efpecially at Ant-flies ; con. 
cerning which,take this direction, for it is very 
ood. 
Take the blackith Aat-flye out of the Mole. 
hill or Ant-hill, in which place you fhall find — 
_ them in the Moneth of fwne, or if that be too 
early inthe year, then doubtlef§ you may find 
them in 7uly, Axnguft, and moft oi Spline, ga. 
ther them alive with both their wings,and then 
put them into a glaffe,that will hold aquart or a 
pottle ; but aw into the glaffe a handful o¢ 
more of the moift earth out oft which you gathe: 
them,and as much of the roots of the grafs of the 
- faid hillock,and then put in the flies gently, that 
_ they lofenot their wings, lay aclod of earth 
. overit, and then fo many as are put into the 
- glaffe without brnifing,will live therea moneth 
ormore, and be alwaies in a readineffe for you 
to Fith with; but if you would haye them 
keep longer, then get ve great earthen pot, or 
barrel of three or four gallons (which is better) 
~ then wath your barrel with water and honey ; 
and haying put intoit a quantity of earth and 
taffe roots, then put in your flies,and cover it, 
and they will livea quarter of a year; ‘thefe in 
_ any ftream and clear water, are a deadly bait for 
. ti " Roch 
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bor Dace, or for a Chub, and your role’ 
, to Fifh not leffe then a handful from the 


“Tfnall next sell youa winter bait fora Roch, — 
Dace or (hub, and it is choicely good, A- 
jout 4l/l-hollantide (and fo till Froft comes) 
ghen you fee men ploughing up heath-ground, 
t fandy Sink or greenfwards, then follow 
be plough, and you fhall find a white wormeas 
ig as two Magots, and it hatha red head,(you 
gay obferve in what ground moft are, for there 
he Crowes will be very watchful, and follow 
he Plough very clofe) it is all foft, and full of 
vhitifh guts; awormethat isin WVorfulk, and 
ome other Countries called a Grub, and is bred 
the {pawne or eggs of a Beetle, which the 
eaves in holes that fhe digs in the ground under 
Jow or Horfe-dung, and there refts all Winter, 
nd in AZarch or April comes to be firfta red, 
ind then.a black Beetle: gather a thonfand or 
wo of thefe, and put them with a peck or ‘two 
f their own earth into fome tub or firkin, and 
over andkeep them fo warme, that the froft 
br cold aire, or winds kill them not, and you 
may keep them all winter, and kill fith with 
hem at any time: and if you put fome of them 
ato a little earthandhoney a day before you 
fe them, you will find them an excellent baite 
t Bream ox Carp. 
And after this manner you may alfo Kee 
% en- 


- oa Th ere aided (x, Acted coated «Yala 
 Gentles all winter, whichisa good baite they 
_ and much the better for being lively and touch. 
or you may breed and keep Gentles thus : Take 
a piece of Beafts liver, and witha crof{s flick, 
hang itin fome corner over a pot or barrel half 
full of dry clay, andas the Gentles grow big : 
they will fall into the barrel and {cowre them. 
felves, and be alwaies ready for ule whenfoeye; 
you inéline to Fifh ; and thefe gentles may be 
thus made til after ALichaelmas But if you defire — 
~ to keep Gentles to Fifh with all the year, then 
ta dead.Cat or a Kite and let it be fly-blown, 
and when the Gentles begin to he alive and to 
ftir, then bury it and them in moift earth, but 
as tree from froft as you can, and thefe you may 
_ dig up at any time when you intend to ufe them; 
thefe will laft till AZarch, and about that time 
turn to be flies. 
_ But ifyou be nice to foul your Fingers, 
(which good Anglers feldom are) then take this 
Bait: ‘Get a handfal of well-made Mault, and 
putitintoa difh of water, and then wath and 
rub it betwixt your hands till you make it 
clean, and as free from husks as you can 5 then 
put that water from it, and puta {mall quan- 
titie of frefh water to it, and fetit in fomething 
_ that is fit for that purpofe over the Fire, where 
_itisnotto boil apace, but leafurely and very 
foftly, untill it become fomewhat foft, which 
_ youmay trie by feeling it betwixt your ae 
ge an 
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d Thumb, and when it is foft, then put your 
er from it, and then take a fharp Knife, and } 
rr ing the {prout end of the corne upward, 
ith the point of your Knife take the back pare 
fthe busk off from ity and yet leaving a kind 
inward husk on the corn, ot elfe it is mart’d, 
nd then cut off that fj prouted end, (Imeana 
tle of it)that the white may appear,and fo pul” 
f the husk onthe cloyen fae (asI dire&@ed 
ou) and then cutting offa very littleof theo- 
erend, that fo your hook may enter, andif — 
put hook be {mall and good, you will find this 
ybe a very choice Bait either for Winter or 
mmer, you fometimes cafting a little of itin- 
e place where your flote {wims. , 

And totakethe Rochand Dace,a good is 
ie brood of Wafps or Bees, if you dip 
hdc in blond s pecnally per 4 
yeam, if they be baked or ‘hardned in ‘their 
usks inn Oven,after the bread is taken outof 

, or on a Fire-fhoyel ; and fo alfo is the thick 
loud of Sheep, being half dried ona Trencher, 
at you may cut it into fuch pieces as may beft 
the fize of your hook, anda little falt keeps | 
irom growing black, and makes it not the 
torfebut better: This is taken tobea choice 
ait ifrightly ordered, ee 
There be feyeral Oiles of a ftrong {mell that 
fave been told of, and to be excellent to 
mpt Fifh to bite, of which ee 
> ut 
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_ butIremember I once carried a {mall Bottle 
from Sir George Haftings to Sir Henry Wotty, 
(they were both chimical men) asagreat Pre” 

~ fent, it was fent, and receiv’d, and us’d With 
_ great confidence ; and yet upon inquirie I found 
it did not anfwer the expectation of Sir Henry 
which with the help of this and other circum. 
ftances, makes me have little belief in fuch 

_ things as many men talk of: notbut that ] 

think Fifhes both {mell and hear, (as I have ex. 
me 2 ae in my former difcourfe) but there is a my. 
erious Knack, which (though it be much ea- 

- fier than the Philofophers Stone, yet) is not at. 
tainable by common capacities , or. elfe lies 
locked up in the brain or breft of fome chimi- 
calman, that like the Rof-crutians will not yet 

reveal it, But I ftepped by chance into this dif. 
_. -courle of Oiles and Fifhes {melling,and though 
there might be more faid, both. of it and of 
Baits for Roachand Dace, and other flote Fith, 
yetl will forbeat it at this time, and tell you in 
the next place how you are to prepare your 
Tackling : concerning whichI will for {port 
fake give you an old Rhime out of an old Fifh- 
-book, which will bea part of what you are to 
provide. : , 


~My Rod and my Line, my Flote and my Lead, 
My Hook and my Plummet my whetftone and knife, 
Ly Basket, my Baits both living and dead, i 
“eis : My 


/ 
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My Net and my Meat, for that ts the chief : 

hen 1 muft have Thred,and Hairs green and [mall 
Yith mine Angling purfesand (0 you have all. 


| But you muft haye all thefe Tackling, and 
wice fo many more, with which ifyou meati 
p be a Fifher, you muft ftore  * 
ut {elf; and to that purpofe I ‘ have temdsibas 
vill go with youcitherto (barles feck ited Be 
yandons (near to the Swan in Gol= °1 pounds in the 
ng-lanes) or to Mr. Fletchers in yin Rta 
ie Court which did once belon 
Dr. Nowel the Dean of Pauls, he that I told 
Ou was agood man anda good Fither ; it is 
ard by the Welt end of St. Pawls Church. But if 
bu will buy choice hooks, I will one day walk 
ith you to Charles Kerbyes in Harp-alley in 
g0e-/ane, who is the moft exa@ and beft hook. 
ker the Nation affords. They be all three 
neft men, and will fitan Angler with whar 
ackling he wants. 
Venat. Then, good Matter, let it be at Charis 
andons, for he is neareft to my dwelling, and 
ay let’s meet there the nineth of AZay next a- 
nt two of the clock, and VI} want nothing - 
ita Fifher fhould be furnifhed with. 
Pifc. Well; and Fl not fail you God willing; ie 
the time and place appointed, 
‘etiat, Lthank you, good Maftey, and I wil 
fail you: and, good Matter, ‘tell me wha, 
’ 4 Baits 
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Baits more you remember, for it will not now — 
belong ere we fhall be at Tottenham high-Crofe 
_ and when we come thither I will make you 
fome requital of your pains, by repeating ag 
choice a copie of Verfes, as.any we have heard 
- fince we met together; and that is a proud word 
for we have heard very good ones. ; 
Pife. Well, Scholer, and I {nall be right glad 
to hear them ; andI will tell you whatfoever 
- comes inmy mind, that think may be worth 
your hearing. You ma make another choice 
Bait thus, Take a handful or two of the beft and 
bigget Wheat you can get, boil it in a little 
milk, (likeas Framityis boiled) boil it fo til] 
it be foft, and then fie itvery leafurely with 
Honie anda little. beaten Saffron diffolved in 
milk, and you will find this a choice Bait, and 
_ goodI think for any Fith, efpecially for Roci,, 
Dace, (oub or Greyling : Uknow not but that it 
may beas good for a River-carp,and efpecially 
ifthe ground bea little baited with it. » 
- You are alfo to know, that there be divers 
kinds of Cadis, or Cafe-worms, that are to be 
found in this Nation in feyerall diftin@ Coun- 
ties, and in feverall little Brooks that relate to 
bigger Rivers,as namely, one Cadis called a Pi- 
, whofe husk or cafe is a piece of reed about 
an inch long or longer, and as big about as the 
compas of a — 3; thefe worms being 
kept three or four days in a woolen bag es 
Com ek / k an 
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ad at the bottom of it, and the bag wet once 
y, will in three or four days turn to be 
low, and thefe bea choice bait for the Chas 
Chavender, or indeed for aay great Fifh, for it 
a large bait. 
There is alfo a leffer Cadis-worm, called a 
yck-/per, being in fahhion like the {pur of a 
ock, fharp at one end, and the cafe or houfe 
which this dwells is made of {mall husks and 
avel, and flime, moft curioufly made of thefe, 
en fo as to be wondered at,but not to be made 
man no more then a King-fifhers neft can, 
hich is made of little fihhes bones, and have 
ich a Geometrical! inter-weaving and con- 
xion, as the like is not to be done by the art 
fman: This kind of Cadis is a choice bait for 
ty flote-Fifh, itis much lefs then the Piper- 
dis,and to be fo ordered; and thefe miay be fo 
erved ten; fifteen, or twenty days,or it may 
Jonger. 
There is alfo another Cadis called by fome a 
faw-worm, andby fomea Reffe-coat, whole 
mfe or cafe is made of little pieces of bents, 
d rufhes, and {trawes, and water-weeds,and I 
w not what, which are fo knit together with 
ndenfed flime, that they ftick about her husk 
afe, not unlike the briftles of a Biolgcing 3 
fle three Cadis are commonly taken in the 
dinning of Summer’, and are good indeed to 
e any kind of fifa with flote or otherwifes L 
Q2 might » 
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 mhight tell you of many more, which as theft dg 

early, fo thofe have their time of turning ) 
flies later in Summer ; but I might lofe m 
and tire you by fuch a difcourfe, I thall there 
fore but remember you, that to know thefe,anq 
their feveral kinds, and to what flies every pay. 
ticular Cadis turnes, and then how to ufe them 
 firft as they be Cadis, and then as they be foes 
is an art, and an art that every one that profeffe, 
to be an eAngler has not leifure to fearch after, 
and ifhehad, is not capable of learning. 

Ile tell you Scholer, feyerall Countries haye 
feverall kinds of (adiffes, that indeed differ as 
muchas dogs do: That is to fay, as much as 
avery (wrand.a Greyhound do. Thefe be ufually 
bred in the very little rills or ditches that run 
inte bigger rivers, and I think a more proper 
bait for thofe very Rivers, then any other, | 
know not how or of what this Cadis receives 
life, or what coloured flye it turnesto; but 
- doubtleffe, they are the death of many Trouts, 

and this is one killing way. 

Take one (or more if need be) of thefe large 
yellow (udis, pull off his head, and with it pull 
out his black gut, put the body (as little bruifed 
as is poflible)ona very little hook, armed on 
with a Red haire (which will thew like the (7- 
dis-head) and avery little thin lead, fo put upon 
‘the fhank of the hook that it may fink prefent- 
ly 3 throw this bait thus ordered (which a 
of os jook 
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very yellow) into a hole where a Trout is, 
the will prefently venture his life for it, “tis 
to be doubted if you be not efpyed; and 
hat the bait firft touch the water before the 
ine, and this will do beft in the ftilleft water. 

' Next let me tell you, I have been much plea- 
id to walk quietly by aBrook with a little ftick 
my hand, with which I might eafily take. 
hefe, and confider the curiofity of their com- 
ofure ; and if you fhall ever like to do fo, then 
fote,that your ftick muft be cleft,or havea nick 
one end of it,by which means you may with 
afe take many of them in that nick out of the 
ater , before you have any occafions to 
ethem. Thefe, my honeft Scholer, are fome 
bfervations told to youas they now come fud- 
enly into my memory, of which you may . 
ake fome ufe: but for the practical part, it is 
at that makes an Angler : itis diligence, and 
bfervation, and practice, and an. ambition 
be the beft inthe Art that muft do it. I will 
Il you Scholer, I once heard one fay, Z envy 
t him that eats beer meat then I do, nor him that 
ticher, or that wears better cloathes then I do,. I 
yy no body but him, and him onely that.gatches more 

h then I do. And fucha man is like to’ prove 
Angler, and this noble emulation I wih to 
mm and all young ‘Anglers. 


Qi co CHAR, 


230 «= The Complete Angler. Ss 
CHAP. XVIIL me 


of the Minnow or Penk, of the Loach, — 
of the Bull-head, or Millers-thumb, — 


Pifc. Tie be alfo three or four other 

little fith that I had almoft forgor, 

; Mm. that are all without fcales, and 

i may for excellency of meat be 

compared to any fifh of greateft yalue, and 

_ Targeft fize. They be tifuially full of eggs or 

- {pawn all the moneths of Summer 5 for they 

breed often, as ’tis obferved mice and many of 

the fimaller four-footed Creatures of the earth 

do ; and as thofe, fo thefe come quickly to theiy 

full growth and perfection. Andit is necdfull 

that they breed both often and numeroufly, for 

they be (befides other accidents of ruine)both a 

prey, and baites for other fifh. And firft, I fhall 
tell you of the «Minnow or Penk, 

_ The «Minnow hath, when he is in perfedt 

» feafon, and not fick (which isonely prefently 

- after fpawning ) a kind of dapled or waved co- 

Jour, like to. a Panther, on his fides, inclining to 

- a greenih and skie-color, his belly being milk- 

se, and his back almoft black or blackifh, 

He is a fharp biter ata {mall worm, and in hot 

weather makes excellent {port for young An- 

glers, or boyes, of women that love that Re- 
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reation, and in the {pring they make of them 
cellent Minnow-Tanfies; for bein wafhed 
yell in falt, and their heads and wail cut off, 
nd their guts takenout, they proye excellent 
or that ule, being fryed with yolks of eggs, 
he flowers of (owflips, and of Primrofes, anda 
little Tanfie. 

‘ The Loach is, asI told you, a moft dainty 
ith, he breeds and feeds in little and clear fwitt 
brooks or rills ; and lives there upon the gra- 
yel, and in the {aarpeft ftreams : He growes 
got to be above a finger-long, and no thicker 
hen is futable to that length, ‘This Loach , 


— 2% - 


of the fhape of the Ecle: he has a beard or 
vattels like a Barbel. He has two fins at his 
ides, four at his belly and one at his tail 5 he is 
dapled with many black or brown f{pots, his 
mouth is Barbel-like under his nofe. This Fith 
s ufually full of eggs or fpawn, and is by Ge/- 

Q4 re 
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ner and other learned Phyfitians commendeg 
for great nourifhment, and to be very gratefy] 
both to the palate and ftomach of fick perfons, 
and is to be fithed for witha yery fmall worm 
-at the bottom, for he very feldomor_ never rj- 


_ fes above the Gravel, on whichI told you he u. 


fually gets his living. 
The Adillers-thumb or Bull-head isa Fith of no 


_ pleafing fhape.He is by Gefner compated to the 


Sea-toaa-fifh, for his fimilitude and fhape. It 


_ has a head big and flat, much greater than fu. 


__ table to his Bodie ; a mouth very wideand ufu. 
_ ally gaping. He is without teeth, but his lips 
_ arevery rough, much liketoa File. He hath 


— 


es 


. two Fins near to his gills, which be roundith 


or crefted, two Fins alfo under the Bellie, two 
onthe Back, one below the Vent, and the Fin 
of his tailis round. Nature hath painted the 


Bodie of this Fith wich whitifh, blackifh, brovnifl 


apo They be ufually full of egges or {fpawne 
all the Summer, (I mean the F emales) and thofe 
eggs {well their Vents almoft into the form of a 


dug. They begin to fpawne about pote and 
_(asI told you) {pawn feyeral monet 


hs in the 


- Summer; and inthe Winter the Minnow, and 


Loachand Bul-head dwell inthe mud as the 


_ Eele doth, or we know not where; no more 


- 


than we know where the Cuckoe and Swallow, 


and other Summer-birds (which firft appear to 
us in 4pril) {pend their cold winter melancho- 
ly moneths, This Bulhead — does 


? 


he ae a PE. 


oes ufually dwell and hide himfelf in heles or 
none ft {tones in clear water ; and in veryshot 
ies willliea very long time and very ftill, 


on any flat ftone, or on any gravel, at which 


with a {mall worm eae: near unto his’very 
outh, and he never refufes to bite, nor indeed 


d nourifament, than for his thape or beautie, 


There is alfoa little Fith called a Sticklebag 5 
Fifh without fcales, but hath his body fenc’d 
vith feyerall prickles. Iknow not where he 
els in winter, nor what he is good for in 

mer, but only to make {port for boyes and 
romen-Anglers, and to feed other Fifh that be 
ifh of prey, as Trouts in particular, who ee 

ite 
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nd fun himfelf, and will be eafieto be feen’ 


ime he will fuffer an Angler to puta hook bai- — 


be caught with the worflt of Anglers. Aat- 
iolus commends him much more for his tafte 
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ion of Minnow-fifhing. 'Towhich end, if you 


—— 


told you of will do the like ; nobaite is more 


- morning,and your patient attention, have faid 
all that my prefent memory will afford me con- 


i ly fight for in frefh waters. 


bite at him as ata Penk, and better, if your hoo 
berightly baited with him, for he may be hi 
baited as his tail turning like the fail ofa wind. 
mill will make him turne more quick then an, 
Penk or Minnow can. * For note, that the Nim 
‘ble turning ofthat or the AZinnow is the perfa. 


put your hook into his mouth, and ont at hj, 
tail, and then having firft tied him with white 
thred a little above his tail,and placed him afte, 
fach a manner on your hook as he is like to turn 

then fow up his mouth to your line, and he is 
likieto turn quick,and tempt any Tront:but if he 
do not turn quick,then tarn his tail a little more 
or leffe towards the inner part, or towards the 
fide of the hook, or put the A4innow or Sticklebag 
a little more crooked»or more ftraite on your 
hook, untill it will turne both trie and faft ; and 
then doubt not but to tempt any great Troy 
that lies in a fwift ftream. And the Loach that | 


tempting, provided the Loach be not too big. 
And now Scholer, with the help of this fine 


cerning moft of the feverall Fith that are ufual- 


Venat. But Mafter, you have by your for- 
‘met civility made me hope that you will make 
good your promife, and fay fomething of the | 
Sold feyeral 
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eral Rivers that be of moft note in this Na- 
on ; and alfoef Fifh-ponds, and the ordering 
fthem ; and doit I pray good Mafter, for I 
e any Difcourfe of Rivers, and Fifh and fifh- 
ng,the time fpent in fuch difcourfe pafles away . 
ery pleafantly, 


CHAP. XIX. 


; if feveral Rivers, and fome obfervations of 


Pifc, ELL Scholer, fince the 
wayes and weather do both 
favor us, and that we yet fee 


not Tottenham Crof,you hall 
fee my willingneffe to, fatisfie your defire. 
And firft, for the Rivers of this Wation, there 
be (as you may note out of Door Heylins Ge- 
raphy and others) in number 325. but thofe 
chiefeft note he reckons and defcribes as fol- 
loweth. 

“The chief is Thamifis, compounded of two _ 
Rivers, Thame and Lfis 5 whereof the former ri- 
fing fomewhat beyond Thame in Buckingham- — 
feire, and the latter in Cyrensefter in Glacefter- 
foire meet together about Dorceffer in Oxford- 
fiire, the iff of which happy conjunction is 


the Thamifis ox Thames. Hence it flycth be- 
Be twixt 


es 


ade Donel (AOC COmprre Angler, 
twixt Berks, Buckinghamfire, Middlefex 
oe and Effex, aad fo weddeth tine d - 
the Kentifh «ALediay in the very jawes of he 
Ocean; this glorious River feeleth the violence 
and benefit of the Sea more then any River in 
Exrope, nite and flowing twice a day, more 
then fixtie miles ; about whofe banks are fo 


» many fair Townes aud Princely Pala~es that a 


Germane Poet thus truly {pake : 


Tot Campos, Gc. 


We fay fo many Woods, and Princely bowers, 


Sweet Fields, brave Palaces, and ftately Towers, 
So many Gardens dreft with curious care, 


‘That Thames with royal Tiber may compare. 


2. The fecond River of note, is Sabrina or 


Severn: it hath its beginning in Plinilimmon Hill 


in eMontgomery-flire, end his and feven miles 


from Br jfol,wathing in the mean {pace the walls 


Of Shrewsbury, Worce/ter and Glocefter,and divers 


other places and palaces of note. 
3+ Trem {o called for thirty kind of Fifhes 


_ hat are found in it, or that it receiveth thirty 


-leffer Rivers, who having his fountaine in Staf- 


_ fordfiire,and gliding through the Countries of 
Nottingham, Lincoln, Leicefter and York,augmen- 
_ teth the turbulent current of Hamber, the mott 


_ violent ftream of all theIfle. This Hwmber is . 


not 


~~, 


A i ool oe ae ir 


4 Le Compete Angler, — 337 
ot, to fay truth, a diftin@ River, having a 
wring head of his own, but rather the’ mouth 
Ejftuorium of diversRivers here confluent and 

ie ting together ; namely, your Dorwent, and 
pecially a and Trent; and(as the Danow, 
aving received into its channel, the River Dra- 

wus, Savus, Tibi{nas, and divers others) chan- 

eth his name into this of Humberabus.as the old 
Seographers call it. 

4. “Medway, a Kentifh River, famous for 
garbouring the royal Navy. 

_!5. Tweed, on north eaft bound of England, on 
whofe northerne banks is feated the ftrong and 
impregnable Town of Barwick, 

6. Tine, famous for Newcaftle and her inex- 
nauftible coal-pits. Thefe and the reft of prin- 
sipal note are is comprehended in one of Mr. 
Draytons Sonnets. yy 
[he flouds queen Thames for flips and fwans is’ 
And ftately Severn for her foore % prais‘d, (crownd 
The Chriftall Trent for fords and fifh renownd, — 
dnd Avons fame to Albions chffs is rais'd, 
Carlegion Chetfter wants her holy Dee, ' 

York sany wonders of her Oule cantell, ae 
The Peke her Dove, whofe banks fo fertilbe, “i 
And Kent will fay her Medway dothexcell, = 
Cotfwoll commends her Uis to the Tame, « pe 
Our Northern borders boaf? of Tweeds fair Floud, 
Our weftern parts extoll their Willies fame, ig 
And the old Lea brags of the Danita blond, 


Thefe 
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Thefe obfervations are out of learned Do_ 
or Heylin,and my old deceafed friend Ag; 
_ -chael Draiton ; and becaufe you fay, you loye 
fuch difcourfes as thefe of fifo and fifoing, I love 

_ you the better, and love the more to impart 

- them to you; neverthelefle, Scholer, if I fhould 
begin but to name thefeverall forts of ftrange 
Fifh that are ufually taken in many of thefe ri_ 
vers that run into the Sea, I might beget won. 
der in you, or unbelief, or both 5 and yet I wil] 
venture to tell you a reall truth concerning one 
lately diffected by Doctor Wharton, a man of — 

reat learning and experience, and of equall 
Raton to communicate it, one that loves me 
and my Art, one towhom I have been behold- 
_ ing for many of the choiceft obfervations that 
_ Thayeimpartedto you. This goodman, that 
dares do any thing rather then tell an untruth, 
did (Ifay) tell me he lately diffected one, and 
__ he thus defcribed it to me. 


He was almoft a yard broad, and twice that length ; 
| > his month wide enough to receive or take into it the 
head of a man, his ftomach feven or eight inches 
broad: he is of a flow motion, and ufually lyes or 
barks clofe.in the mud, andhasa maveatl: fring 
— onhis head about a fpan, or near unto a quarter 
of ayard long, by the moving of which (whichis 
his natural Bait ) when he lyes clofe and unfcen in 
__, the mud, he draws other fmaller fifh clofe to es 
Ae kee 2 si an 
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nd then fucks them into his mouth and devours 
whem. 


And, Scholer, do not wonder at this, for be- 
des the credit of the Relator, you are to 
pte, many of thefe, and Fifhes which are of the 
ke and more unufual fhapes, are very eftenta- 
sn on the mouths of our Sea-rivers, and’on the 
a-fhore 5 and this will be no wonder toany 
at haye travelled Egypt, where ’tisknown the » 
mous River Nilus does not onely breed Fi- 
ies that yet want names, but the over-flowing- 
fthat River by the help ofthe Suns heat on 
at fat flime which-that River leayeson the 
anks, (when it falls: back into its natural chan- 
el) {trange Beafts atealfo bred, that no man 
an give a name to, as : Me (in his Sopham} 
nd others have obfetved. 

But whitheram1 ftraid inthis difcourfe >? I 
illendit by telling you, that atthe mouth of 
me of thete Rivers of outs, Herrings are fo 
lentiful, asnamely near'to Yarmouth in Nor= 
Uk, and inthe weft Countrie, Pilchers fo ve- 
plentiful, as you will wonder to read what 
tearned Cambden relates of them in his Bri- 
nnia, p.178,186. 

Wel, Scholer, I will ftop here, and tell you 
hat by reading and conference 1 haye ob{er- 
ed concerning Fifh-ponds, 


CHAP. 
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Sits a oe 
Of Fifb-ponds, and bow to order them, 


i Odor Lebault the leartied French map. 
in his large difcourfe of ALa/on Ry. 


fique, givesthis direction for making 
of Fifb-ponds, I fhall refer youto hin 
toread it at large, but I think I fhall contrad it, 
_ and yet make itas ufeful. 
He advifeth, that when you have dreined the 
pround and miade the earth firme where the 
ead of the Pond muft be, that you muft then 
inthat place drive in two or three rows of Oak 
or Elme Piles, which fhould be fcorcht in the 
Fire, or half burnt before they be driven into 
the earth, (for being thus ufed preferves them 
much longer from rotting) and haying donc fo, 
lay fagots or Bavins of{maller wood betwixt 
them, and then earth betwixt and above them, 
and then haying firft very well rammed them 
and the earth, another pile ufed in like manner 
as the firft were : and note that the fecond pile 
is to beofor about the height that you intend 
to make your Sluce or floud-gate, or the vent 
that you intend fhall convey the overflowings 
of your Pond in any floud that fhall endanger 
the breakingofthePonddam. 
Then he advifes that you plant Willows or 
. Owlers 
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viers about it, or caftin Bavins in fome pla- 
s not far from the fide, and in the moft fandy 
aces for Fifh both to {pawn upon, and to de- 
nd them and the young Frie from tlie many 
fh, and alfo from Vermin that lie at watch to 
{troy them, cf; pecially the {pawn of the Carp ° 
d Tench. 

He and Dubraviw and all others adyife, that 
u make choice of furch a place for your Pond, 
at it may be refrefht witha little rill, or with 
in water running or falling into it; by which 
ih are more inclined both to breed; and are 
refrefht and fed the better, and do proye to 
yof a much {weeter and: more pleafant tafte. 
To which end itis obferved, that fach Pools 
be large and have moft.gravel, and thallows 
bere fi/ may {port themielves; do afford Fifh 
the pureft tafte. And note, thatin all Pools 
beft for Fith to have fome retiring place, as 
mely hollow banks, or fhelyes, or roots of 


ik. fit fron the extreme heat of Summer, as 
from. the extremity of cold. in Winter. 
d note, that ifmany trees be growing about 
‘Pond, the leaves thereof falling, into the 
ter, makes it nautious tothe Fifh, and the 
h to be fo to the eater of it, ; 
‘Tis noted that the Tench and Eeleloye tnud; 
d the Carp loves gravelly ground, and in the. 
t moneths to feed on grafie : You are to 
Ss cleanfe 


es to keep them from danger ; and whei they. 
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cleanfe your Pond if you intend either profit o, 
Icafure, once every three or four Years, (efpe- 
cially {ome Ponds) and then let them lie dry fix 
or twelve moneths, both to kill the water- 
weeds, as Water-lillies, Candocks, Reate and Bull. 
vufbes that breed there ; and alfo thatas thefe 
die for want of water, fo grafle may grow on 
the Ponds bottom, which Carps will eat gree. 
dily inall the hot moneths. The letting your 
Pond drie and fowing Oats in the bottom is al- 
fo good, for the Fith feed the fafter ; and being 
fometime let drie youmay obferve what kind 
of Fith either increafes or thrives beft in that | 
water; for they differ much both in their bree... 
ding andfeeding. . : 

_Lebault alfo advifes, that if your Ponds be 
not very large and roomy, that you often feed 
your Fifh by throwing into them chippings of | 
_ Bread, Curds, Grains, or the entrails of Chic 
kens, or any fowle or beaft that you kill to feed 
your felves; for thefe afford Fifh a great re- 

lief. He faies that. Frogs and Ducks i much 
harm, and deyour both the Spawne and the 
young Frie ofall Fifh, efpecially of the Carp. 
‘And I haye,. befides experience, many teftimo- 
niesofit. But Lebault allows Water-frogs to 
-be good meat, efpecially in fome Moneths, if 
they befat: But you are to note, that he is 2 
French-man, and. we Englifo will hardl believe 
him, though we know frogs are ufually eaten 

: ; in 
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his Country : however he advifes to deftroy 
ma and King-fifhers out of your Ponds; and 
advifes, not to fuffer much fhooting at wild 
wie,for that (he faies) affrightens sand harms} 
d deftroyes the Fifh. 
Note,that Carps and Tench thrive and breed 
ft when no other Fifhis put with them into 
fame Pond; for all other Fifth devour their 
awn, or at leaft the greateft part of it, And 
e,that clods of orale throwne into any Pond 
d any Carps in Summer ; and that garden 
th and Ss thrown into a Pond, recovers 
refrefhes the fick fith, And note, that when 
mu ftore your pond, you are to putinto it two 
hree Melters for one Spawner, if you put 
m into a breeding Pond : but ifintoa nurfe- 
ind, or feeding pond, in whicli they will not | 
eed, then no care is to be taken, whether there 
rmoft Male or Femiale Carps. 
Tt is obferved, that the beit potids to breed 
psare thofe that be ftontie or fandy, and are 
arm, and free from wiid, and that are not 
*p, but have willow-trees and graffe on their 
les; over which the water doesfometimes 
iw: and note, that Carps do more ufually 
eed in marle pits,or pits that have cleane clay 
ttoms,-or in new ponds, or ponds that lie dry. 
viriter feafon, then in old Ponds, that be full 
mud and weeds. 
Well Scholer; L have told you the fubftance o 
R2 all 
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~ allthat either ob/ervation, or difcourfe, or a dil; 
gent Survey of Dubravius and Lebault hath to} 
me. Not that they in their long difcourfes haye 

- not faid more, but the moft ot the reft are { 
common obfervations, as ifa man fhould tel]  - 
good Arithmetitian, that twice two is four, | 


~ . will therefore end this difcourfe,and we wil] 


here fit down and reft us. 


CHAP. XXI. 


Diredions for making of 4 Line, and for the 
coulouring of both Rod and Line. 


Pifc. ELL, Scholer, I have held 
ahi you too long about thefe ca. 
_ dis,and faiallee fife; and +i. 


versand Fifh-ponds, and my 

fpirits are almoft {pent, and fo I doubt is your 
patience ; but being we are now almoft at Tor. 
tenham, where I firft met you, and where we are 
0 part, I will lofe no time, but give youa litule 
direction how to make and a your Lines, 
and to colour the hair of which you make yonr 
lines, for that is very needfull to be known of 
an Angler ; and allo how to paint your rod ; e- 
fj cally your top, fora right grown top is a 
anise Commodity, and fhould be preterved 
from the water foaking into it, which makes it 
25. , in 


wet weather to be heavy, and fifh ill favou- 
fly, and not true, and alfo it rots quickly for 
t of painting : and I think a good top is 
rth preferving, or I had not taken care to 
ep a top above twenty years. 
But firit for your line, 
Firft note, That you are to take care,that your 
ire be round, and free from galls or feabs, or 
ts, for 2 well-chofen, even, clear, round hair, 
akind of glaffe-colour, will prove as ftrong 
hree uneven feabby hairs, that are ill chofen, 
d full of galls or unevennefs. You fhall fel-* 
e finda black hair butit is round, but ma- 
white are flat and uneven ; therefore if you 
a lock of right, round, clear, glafs colour 
ir make much of it. 
And for making your Line, obferve this rule, 
rft, let your hair be clean wafht ere you go 
out to twift it: and then chufe not only the 
leareft hair for it, but hairs that be of an e- 
fall bigneffe,for fuch do ufually ftretch all to 
er, and not break fingly one by one, but al} 
pether. i 
When you have twifted your links lay them 
swater for a quarter ofan hour, at leaft, and - 
en twift them over again before you tie them 
oaLine; for thofe that donot fo fhall ufae 
y find their Lines to have a hair or two © 
rink, and be fhorter then the reft-at the firft 
ing with it, which is fo much of the spk 
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of the Line loft for want of firft watering j 
and then re-twifting it 5 and this is moft Vilible 
in a feven-hair line, one which hath alwayes } 

black hayre in the middle. 
And for dying of your hairs, doit thus : 

Take a pint of ftrong Ale, halfe a pound oft 
foot,andia little quantity of the juice of Walnup. 


. tree leaves, and an equal quantity of Allome, 


put thefe together into a pot, or pan, or pipkin, 
and boile them half an hour,and havin g fo done 
let it cool, and being cold, put your hair into 
it, and there let it lie it will turn your hair to 
bea kind of water or glafs colour, or grecnih, 
and the longer you let it lye, the deeper colon. 
redit will be; you might be taught to make 
mank other colors, but itis to little purpofe ; 
for doubrleffe the water or glafs-coloured haire 
is the moft choice and moft ufeful for an-Angler; 
but let it not be too green. 
_ But if you defire to colour haire greener,then 
do it thus : Takea ouart of {mall Ale, halfe 4 
ound of Allome, then put thefe intoa pan or 
pipkin, and your haire into it with them, then 
putit upon a fire and let it boil foftly for half 


“an hour, and then take out your haire, and let it 


dry, and having fo done, then take a pottle of 
water, and putinto it two handfull of Mary- 
olds, and cover it with 4 tile, (or what you 
think fit, ) and fet it againeon the Fire, where 
itis to boile foftly for halfan hour,about which 
8 Ae yg time 
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ime the fcum will turn yellow, then put into 
thalfa pound of Coperas beaten {mall, and 
yith it the hair that you intend to colour, then 
et the hair be boiled foftly till half the liquor 
e watted, and then let it-cool three or four 
hours with your hair init: and you are to ob- 
ferve, that the more Copperas you put into it, 
he greener it will be, but doubtlefle the pale 


he Copperas, or leave it out, and, takea little 
Verdigreéce inftead of it. 
This for colouring your hair. And as for 
painting your Rod, which muft bein Oil, you 
muft firft make a fize with glue atid water, boi~~ 
led together, untill the glue bédiffolved, and 
the fize of a Lie-colour ; then ftrike-your fize i 
apon the wood with a Briftle, ora Brufh or 
Penfil, whilft ix ishot: that being quite dry, 
take white Lead, anda little red Lead, anda 
little cole-black, fo much as all together will 
make an afh-colour; grind thefe all together’ 
with Linfeed oile, let it be thick, and lay it 
thin upon the wood with a Brufh or Penfil, this 
do oo the ground of any colour to lie upon 
wood. 
‘- For a Green. 
. Take Pink and Verdigreece, and grind them. 
together in Linfeed-oile, as thickas you cat 
; R 4 well 
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_ ing: but now no more; let’s turn into yonder — 
Arb : 
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well grind it, then lay it fmoothly on With 
your Brufh, and drive it thin, once doing for 
the moft part will ferve, if you lay itwell, ang 
~ be fare your firft colour be throughly dry be. 
fore you lay ona fecond. 
~ Well, Scholer, you now fee Tottenham, and I 
am weary ,and therefore glad that we are fo near 
it: and ifI were to walk many more daies with 
‘you, Icould ftill be telling you more and more 
of the myfterious Art of Angling: ButI wilj 
hope for another opportunitie, andthen I wil| 
pag you with many more, both necefiay 
nd true obfervations concerning fifh and fifth. 


our, for itis a clean and cool place. 

Venat. Vis a fair motion, and I will requite 
apart of your courtefies with a bottle of Sack , 
AAilk., Oranges and Sugar » which all put toge- 
ther,makea drink like Neé#ar, indeed too good 

for any body but us Anglers :; and fo Mafter , 
here is a full glaffe to you of that liquor, and 
when you have pledged me, I-will repeat the _ 


__Verles which I promifed you ; it is .a Copy 


~ doubtleffe made either By 
_ Angling : Come Mafter, now drink a glaffe to 
me, nae then I will pledge you, and fall to my. 


printed amonoft Sit:Henry Wottons Verfes, and 
vi tim, or by alover of 


‘Fepetition ; it isa defcription of fuch Country- 


_ Recreations as Lhave enjoyed fince I had the hap- 
--pineffe ta fall into yqur companic, 
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uivering fears, heart-tearing cares, 

axious fichs, untimely tears, 

Flye, flyeto Courts, 

Flye to fond worldlings sports, 
Where firain'd Sardomck, {miles are glofing fiill, 
And grief is fore’dto laugh againft her will, 
Where mirth’ s but mimmery, ; 
And forrows onely real be, 


Flye from our Countrey-paftimes, flye, 

Sad troops of humane mifery, 

(ame ferene looks, 

Clear as the chriftal Brooks, 

Or the pure sre heaven that {miles to fee 
The rich attendauce on mer 3 

Peace and a {ecure mina, 

Which all men feck, we onely find, 


eAbufed Mortals, did you know 

Where joy , hearts-eale and comforts grow, 
Youl d {corne proud Towers, 
And feek them in thefe Bowers, (frakes 
Where winds fometimes our woods perhaps may 
But bluftring care could never tempeft make, 

Nor murmurs ere: come nigh US 

Saving of fountains that ghde by ws, 


Here’ s no fantaftick JAask.uor Dance, 
Bui of on Kids thar jth and prance 5 


oa y 


; 


4 
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Nor watts are feen, 
Unlef[e upon the green : 
Tivo harmleffe Lambs are butting one the other, 


Which done, both bleating, run each to bis mother 


_And wounds are never found, 
Save what the plough-fhare gives the ground. 


if Here are no entrapping baits 
Toa haftentoo too hafty fates, 


Unileffe it be 

The fond credulity: 
Of filly fife, which ( worldling-like ) fill look 
Upon the bait, but never on the hook : 
Nor envy, nleffe among 


The virds for price of their fweet fong. 


Go, let the diving Negro feek, hss 
_ For gems hidin fome forlorne creck: 
We all pearls {corne, 


Save what the dewy morne — 


Congeals upon each little Spire of graffe, 
Which carelefe ene beat down as they paffe : 


| And gold ne're here appears, 
Save what the yellow Ceres bears. 


"Ble filent ‘groves oh may you be 


For ever mirths beft nurfery : 
"May pure contents 
For ever pitch their tents 


ro 
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(noountains, 
on thefe downs, thefe meads, thefe rocks, thefe 
nd Peace {till flumber by thefe purling fountaims > 

| Which we may every year 
Meet when we come a fifting here. 


Pifc. Traft me (Scholer) I thank you hears 
tily for thefe Verfes,they be choicely good,and 
doubtlefs made by a lover of Angling : Come, 
now, drink a glafs to me, and I will requite you 
with a yery-good Copie of Verfes: itis a Fare~ 
well to the vanities of the World , and fome fay 
written by Sir Harry Wotton, who I told you 
was an excellent Angler, Butlerthem bewrit 
by whom they will, he thar writ them hada 4 
braye foul, and muft needs be poffeft with hap. 
py thoughts at the time of their compofure: 
Farewell ye gilded follies, pleafing troubles 
Farewell ye honour’ drags, ye glorious bubbles : 
Fame’s but a hollow.eccho, Gold pure clay 5 
Honour the darling but of one fort day. 
Beauty (th’ eyes idol) but a damask'd skin 5 
State but a golden prifons to ive iny 
eAndtorture free-born minds :imbroydred Trams 
Meerly sal for proud {welling veitis = 
And Blood ally'd so Greatneffe 1s alone: 
Inherited, not purchas’d, nov ovr own. (Biri 
Fame, Honour, Beanty,Siate, Train, Blood and 
Are butthe fading Bloffarns of the earth. 3 
£ 
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J would be great, but that the Sun doth fill 

Levell his rayes againft the rifing hill : 

LT would be high, but fee the proudeft Oak. 
DM oft fubject to the rending Thunder. roak : 
J would be rich, but fee men (too unkind) 

_ Dig mthe bowels of the richeft mind : 

- Lvonl be wile, but that 1 ofien fee 

The Fox fuspetted, whileff the Af; goes free : 

 Lwonld be fair, but fee the fair an proud 

(Like the bright Sun) oft ‘[etting ina cloud. 

J would be poor, but know the humble graffe. 

Still trampled on by each unworthy Affe : 

_ Rich, hated : wile (ippetted : (corn’d if poor: 

_ Great, feard : fair, tempted: high /till envy’d more: 

- ~ Ihave wife’d all ; but now I wifh for neither ; 

__ Great,high,rich,wife, nor fair ; poor Ile be ra- 

a ther. 

Would the world now adopt me for her heir, 

Would Beauties Queen entitle me the Fair, 

_ Fame (peak me Fortunes Minion : could] vie 

_ Angels with India, with afpeaking eye 

— Commad bare heads how'd lace sftrtke Juftice dumb 

_ As well as blind and lame, or give a tongue 

| Ta fiones by Epitaphs : be call d great Mafter 

— In the loofe Rinmes of every: Poetafter : 

Contd I be more then any man that lives, 

Great, fair, rich, wifein all Superlarives : 

Yet I-more freely would thefe gifts refign, 

| Then ever Fortune would have made them mine , 
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And hold one minute of this holy leafure. | 
_ Beyond the riches of this empty pleafure. 
Velcome pure thoszhts, welcome ye filent Groves, 
hefe guefts, thefe courts my foul moft dearly loves + 
ow the wing'd people of the skie fall fing 

‘y cheerfull Anthems to the gladfom Spring : 
Pray’r-Book now flall be my loekihasalil 
7# which I will adore fiweet Vertue's face. 
Here divell no hateful looks, no “Palace cares, 
0 broken Vows dwell here, nor pale-fac'd Fears +. 
Then here I'l fit and figh my hot loves folly, 
cAndlearnt’ affett an holy melancholy, 
And if Contentment be a ftranger then; 
Tl ne'r look, for st, but in heaven agen, * 


V.nat. Well Matter, thefe Verfes be worthy 
to keep a room in every mans memory: I 
thank you for them ; and I thank you for your. } 
many inftructions, which (God willing ) I will 
not forget : and as St. _Aujtimin his Confeffions. 
(book 4.. chap.3.) commemorates the kindnefs 
of his friend Verecundus, for lending him and 
his companion a Country-howfe, becaufe .there 
they refted themfelves from the troubles of the 
world; fol having had the like advantage, both 
by your converfation, and the Art. you haye 
taught me, ought ever to do thelike : for in- 
deed your.company and difcourfe haye beene 
fo ufeful and i i that I may truly fayzZ 
Beis have’ | 
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er, Lae. Tae eo Lee. ll 
have only lived fince I enjoyed themyand turned dy, 
ler and not. before. Nevertheleffe, here I mutt 
_ part with you, here in this now fad place where 
Twas fo happy as Firft to meet you : But I thal] 
long for the ninth of A4ay, for then Thope a- 
gain to enjoy your beloved companie at the ap- 
tao time and place. And now I with for 
fome fomniferous potion, that might force me 
to fleep away the intermitted time, which will 
paffe away with meas tedioufly, as it does with 
_ -menin forrow ; nevertheleffe I will make it as 
 thort as I can by my hopes and wifhes. And my 
good Mafter, I will not forget the do@trine 
F . ° 
_ which youtold me Socraes taught his {cholers, 
; That they floould not think to be honoured [v much for 
being Philofophers, as to honour Philofophic by 
their vertuous lives, You advifed me to the like 
. concerning Angling, and will endeavour to 
doo, and tolive like thofe many worthy men 
of which you made mention inthe former part 
_ of your difcourfe. This is my firme refolution, 
 and.as.a piousman advifed his friend, That to be- 
get Mortification he -firould frequent Churches, 
_ dndview Monuments, and'Charnel-houfes, and 
shen ana there confider, how many dead bones time 
had pild up atthe gaves of death. Sowhen 1 would 
beget content, and’ increafe confidence in the 
‘Power, anid}wifdom, and Providence of Almigh- 
. God, I will walk-the Meadowes by fome gli- 
oe! 


ng ftteam, and there contemplate the a 
A that 
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gat take no care, and thofe very many various 
ttle living creatures that are not only created, 
ut fed (man knowes not how) by the good. 


e Lord, And let the blefling of St. Peters Ma. 
er be with mine. 

Pifc. And upon all that are lovers of Vertye, 
nd all that love to be qniet, and goa fifhing. 


Study tobe quiet, 1 Thef.g.xr. 
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effe of the God of Nature. This is my pur. 
pofe, and fo, Let every hing that hath breath praife 
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DISCOURSE 


By way of 
POSTSCRIPT, 
Touching the 


LAWES 


My good Friend, 

sq Cannot but tender my particular 
} thanks fo pou, foz that pou babe 
been pleaica by thace Coitions of 
pour Complete Angler, freelp to 
ON difpence pour near ought Cre 
pertencesto all the lovers of that 


§ 


he Legality thereof, as to Divine appzobatton, 
2 that 


Art ; ; att habe thereby foercellently indicated - 
J 


pees SAN LeeWES OF LANSING, a 
thattf 3 thould go about to fap moze ttt that bes 
half, tt indsed were to light a Candle to the 

> But: Wut finee all pleafures (though never to 

tnntocent in themfelbes) lofe that famp, tohen 
they are either purtucd with inordinate atecti- 

Ons, 02f0 the prefudtce of another ; therefare ag 

tothe fozmer, eberp man ought to endeavour me 

{hough a ferious confiveration of the banity of 

Wwozloly contentinents, to moderate his aferiz 

ons thereunto, “twhereby they may be mare of 

— ercellentule, as Conte popfons allayed are in 
— « PHplick: And as tothe later, we are to habe 

recourle to the knotun Latws, ignozance there. 

cferculeth no prt, and bp their directions to 
(quare our actions, that we hurt no man, but 
keep clole to that. golnen ule, To doco aif 
men, as we would ourfelves be done unto, 

Pow concerning che Art of Angling, {ne 
may conclude, Str, thatas pou have paoted it 
fob: of great Antiquity, to 3 fin it favoures by 
the Laws of this lkinqvont ; for where peobifion 
ts maze by our Statutes primo Elizab.cap. 17. 
againtt taking Sith by Pets that be not of fuci 
and fuch a ise there (et dotun, vet thofe Lat. 
makers hid fo much relpedt to Anolers, as to 

. erceptihem, and leave then a liberty fo catch 

a8 big as they could, and ag little as they teoulo 

«etch, And pet though this Apottolical Resrea- | 

tion be fintply tn it elf tatwful, pet no man cai 

Bo upon another neaigqiound to fith, without 
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+3 > 


The Lawes of Angling. 

Blicenfe, but that he is a Wrefpatter ; but ita 
man have licente to enter info a Clofe s2 
D2ound foz fuch atpace of time, there, tonal 
he p2artife Gualing all that time, be isnot a 
refpattcr, becaule his Fithingis no abufe of 
islicenfe : but thisis tobe underfided of Kun 
wig Dtreams, and rotof Pouds or Canding 
Pols ; foziticafe of a Wonder anding al, 
© Diver thereof hath a property in the ih, 
nv thep are fo far fatvte be his, that he tay 
pave Wrefpatle fo2 the fithaqaink anv one that 
pall take them Without his licenfe, though it be 
pot a Connon, 02 adjopning fo the dines 
Dinh-wap, 62 adjsphing to another mians 
found, whe gives licenfe + Ubut in cafe of a Wiz 
or, inhere one 02 moze Habe libera pifcaria; aitz 
p, if ts otherivife , for there the fityes are fain 
Dhe fere nature, dno the taking of them with 
Angle isnot Lrelpalle, fer that no man is 
hid to habe a property in them CL he have 
Aught thent, ard then it is a trefpadle forany te 
tke thei from Hint : Wut this is not tobe wt- 
nian of fithes confined fo a mars of ground 
P grates 02 otherivife, to that they cannot pafle 
wap, but may be takett out o2 put in at pleac 
Ate, foz int that cafe the partp hath a pooperty in 
ert, as ti the cafe ofa tanding Pal, 

‘But tohete any one Hath feperalis pifcaria, ag 
Child atte Greenhills Cate in 
tin. 15. Car. x, it the dhings 

Fi Si 
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Wench, 
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Berch, there it femeth that the fh may.de fat 
tobe bis, becaufe no man elle map take.them 
IwhileE thep ace within his Ceberall fihing 
therefoze that is meant by a feberall fithing ig 
neceflarp to be confioered: and though the. ait. 
ference betwen a Fre fithing anda Several 
fithing be often treated of in the ancient bakes of 
the Law, and fone Dpintons will have. the dit: 
feretice to be great, and others finall o2 nothing 
atall; petthe certaineE oefinition of a (everal 
fif:ngis, tobere one bath the Ropalty, and otv- 
eth the ground on cach fide of the tater : which 
maga Ltd agresth with Six William Cal. 
meee chropps Cale, where att Action 
Pafe18.E.44. {pas bzought by hint againg ans; 
ther fo2 fithing in his (eberal Fihing, tc, fo which 
the Defenvant pleaded, What the place tohere- 
in the Grefpatle twas fuppoled to be one, con- 
tained fen Perches. of Land tn length, and 
fiventpy Perches in beeadth , twbich twas bis 
own Frehola at the time tohen the Wrefpatte 
twas fuppofed to be done, and that be fithe there 
as twas latofull for hint todo + and this. toas 
Adfudged a god Plea by the tohole Court “an 
tipon arguincut in that berp Cafe if twas agreed, 
What no man couls have a (everal fithing but tr 
his oton foyl, and that free fithing may be Th the 
fopl of another man, fobich twas all agreed unite 
by Lirclecon our famous Cnglith Latyper, 0 
that from all this. may be d2ston this Boot - 
r 


LTC LdWes Ul Pillnilline 
ation, Shat ifthe dnaler take care Shat be of 
md not With his fet; there is no great danger 
hi ebanos, 
MBatthere are Come covetons rigia perfons , 
Mphofe fouls hold no fymypathy with thofe of the 
miocent Anglers, having either got to be Los 
fRopaltics, o2oiwners of Lands adfoyning to 
Rivers, do, by fone apten clotwnifh nature and 
PUcation forthe purpo'e, infult-and domineer 
peer the innocent Analer, beating hint, beeak- 
ne his od, 02 af teak taking it from Hi, and 
Poietimes inprifoning his perlon,as ti he were 
im Selon: Wihereas a teuezozcd Oentleman 
Feozns thole Spiverlike attempts, dnd will ras 
her refreth a civil Granger at his Cable, than 
parn him from comingon bis ground ups’ fo , 
Mnnocent an occafion, Ff twouln therefoze be cone 
foered hotw far fuch furious d2ibers aretwarrans 
ed by the Laty, and tuhat the Angler map (in 
irate of Cuch violence) do in defence of himlelfs 
Af A come upon another mans grounds withont - 
higlicente, 02 the licentcof the Late, J am a 
Crefpaticr, foz twhich the oluner map babe an 
“ft fon of Drefpalle anaint me, and if J conti- 
hue there after twarning todepart by the ciuner, 
2 his ferbant thereunta anthozifes, the cin rer 
2 bis ferbant by his comumand, may put nic 6 : 
» foace, but not beat me,but in cafe of reftta ice 
yp atte, fo2 then 3 (by refiftina) make thea 2 
Ault; butif be beat me, Jot cefiling, t1 that 
D 3 cate 
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eae He makes the affaulf, and J may beat hin 
_ Andofence of my felf, andto fre my felf frou, 
His violence : amd in cale I hall teave WY iioy - 
bebina ts bis ground, Ye map take it vainace 
- feafant, but he can neither take it from uty per 
»  fonbp force , noz beak it, but he is a Wrelpate - 
fer to me: CUhich fens clear by the ca'e of 
Eat Reynell ana. Champernoon, where 
ch, 7,Car.1. ; 

Reynell bought an Action of Dret- 
pale again Champernoon fo2 taking and cut- 
fing his Pets, the Defendant juttificd fo2 that 
he inas feifedin fer of a feberal Hthing; and that 
the Plainti€ with others endeavoured to rote 
upoit his water, and with the Mets to catch his 
fifth, and that fo2 the fafe-quard of h's fihing he 


tok and cut the Pets and Dars ; to which plea 


the Plainti€dvenmrred ; and there it twas ad- 
judged by the tuhole Court, that he could not by 


-. fuch colour cut the Pets am Dars, am judg 
«Ment WuAsthereupon given fo2 the Wlaintifé. 


_Doubtletle our Fozefathers tucll contioered , 
that man fo matt twas a fwolf, and therefore 
niade gud Latins to keep us from devouring one 
——- AMMother, and among the ref a oery aay Sta- 

. fufe tas made i fhe tha and fortieth year of 
Quen Elizabeth, whereby itis peobvived, that 
in perfonal-Acionsin the Courts at Weltpjin- 
fter, (being not fo2 Land 02 Watterp) when it 
- thallappear to the Judges, (ann be fo by. ther 
fianificd) thatthe webto2 darivages fo be sei 

js f: } cred 
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red anrount mot fo the funtimne of foztp thillings 
a2 above, the fain Judges tall atvard to the 
laintifé no moze colts than damages, but lefle: 
t their difcrefion, 4 
> gud noly With mp acknotuledgment of fhe 
Doantage J habe had bothby pour friendthip 
and pour bok, 3 tutth nothing that loks like att 
Aferation inthe fir, nozany thing in the laff, 
tthat, by reafon of the uleful pleature of if, 
ou had called it The Arcadia of Angling, fozit - 
eferbes that Title, and J would oelerve the 
nitinuance of pour Friendihip. 


iB}: mnie so j 
es see 
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dtreétions how to fifh for him, — _Py4z 
Chap.9. Obfervations of the Cp, with direitions 4 
how to fifh for hinr, JESS 
Chap. 10. Obfervations of the Bream, and Arabs. | 
os how to for him, p.I 69 a 
Chap.11. Obfervations of the Tench, and adwice — 
to angle for him, p-17 
Chap.12. Obfervations of the Pearch, and dir 


PGE 
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thas want {cales,and how r them. p.18 
Chap 
OMS ‘ : P-197 
Chap.1 5. Obfervations of the Gud gion, the Ruff 
P-203 
P-206 
fils fr 
; 21 
of the oe. 
s-thumb, p.230 
and fome obfervati. 
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how to order them, 


THE TABLE. 


Ction better than Gontemplation. , 
Adonis. - , 35 


Angling.17. anative ait.24. itsantiquitys 29 
‘allowed to the Cleigy. ¢ 7 
bovis artificial. 205° 


Aviaries of Varro. ) ee 
Ayre exceeds Earth and Water. 8. itsneceffity, g - 
‘ B rey. 

aits for a Chub. 3 62563 
Baiting.94. Ground-bair, 1743223 
Barbell induftry. 36. {pawnsin April. 198. poifon, 199° 

lufty and cunning. ibid, baits proper forhim, 208 


roafted cheefe, : 20E -— 
Bees polity, D2 aa 
Bleak. 203. the freth-water Sprat. ibid, 
Bones of a Chevin turnto a grifle. 64. . 
Brandling. 91,925\84. itsplace.gt. itsfood. 93 
_ the {welling of its knot. $3 
Bream, _ 170,172, 


Bull-head. st ns 232 ; 
Cadis. 226 i 
Chart. : 196 
Primitive Chriftians. 7 esis 
Cantharus, page Pe 
Carpsand Loaches breed often, “359 
Cargs,love gravel. 141. and Marle-pits, OO aan 
come atthe call of a bell, aig as 
“Carns devoured by Frogs. , 362 
Carps faral day. 166. how to boyl ir, 169 
Garps proper baits, 566 


ats peak, eS 6 
Hebi Carthufians — 


Dace. 206,217. is baits. 
Fr. Davifons fong,. 
~ Dew-worms. . 


Docke maggor. 
D. Donpes Verfes, 
| ‘Dun-fye. 
Bary is E 
Earths excellencies, 
at tin at moe of thunder, 
- Eeles generate bike Dew- worms, 
Feles breed of a particular dew. 


Eele cakes. 189. alwayes in feafon, 
oo. reusrn from fea, 
_ Beles catched by powdere d beef. 
-Eeles and Swatlows fleep all winter. 
Eeles digged out of the earch by {pades. - 
animal viviparum. — 
a aemiia all day. 
Eeleroafted, 
F 


poner. chs 
i afcends high. 8. underftands words. Bey 
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raided by Chrift for their imploy-. 
, 37 


194 


fhermen never upb: 
Ment. 

and Nets undet fize. 
S$ enemies. $3. Fifh-ponds: 

and ficth Frogs, ~ ‘apes 
all forts. 97,62, artificial twelve forts, 106 


reat Flyes feed upon the lefs. 
Flie- making art. ot ba 


Grub.221. Groundling. 
Hampfhire brooks beft. 


Hawthorn flye. 

Hens care, 

Hermit-fith. 

Hodf{den. 

Hunting games commended, 
I 


The Jews caviare. 
Kings-filhers neft. 


Lamprey, Lamprell, Lampern. 

Lamprey lives fixty years. 

Leather mouthed fith. 

Larks commendations, © 

FeW’Lawyers among Chriftians, 

Ledget bait. 

Leat dyet approved, 

Liverosk. 

~ Dire@ions for the Line. 
Line co fifth witball. 


K 
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Flyes twelve kinds. ; 

Frog for baits. 185 
Frogs mouth fhut up all winter. 69,153 
“Water-fox. 218 

G 

Generation of flyes. 98. all by eggs. ibid 
Generation of Gentles. 322 
Greyhounds properties. “437 
Greyling feeds on gold. (132 
Greggs. 191. Guiniad. 197. Gudgion. 203 


128 

 Hayre-d:ing. 246, black hair round, 245 ‘ 

Hawks commended. 10. ten forrsot long-winged, 13 
four of fhort-winged.ib. feven of imferiour ranks, ib, 


113 


190 a 
. 6293975104,218 _ 
10 


ke flye, 12. natural, 
Otter. 3, Otter-dogs. 
Otter-gloves beft againft wer, 
? £ Otter catches fith, 


pane Aye °° 
aa baics, 
r nofter line. 


Reet sy “his boldnefs, 144. ° food 
ats venemous Frogs fine damno. 
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s ite paftures) 
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hotfens. 182, fpawns once year, 


106,113, 
64216 6,16 15178,17 25981 
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230 
145 
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227 
Ss iit 
y Rhy 675135 
sargus. ‘ 33 
‘Salmon {pawns in Auguft. 134 
Enelith Salmon bet. 137 
Salmon grows as faft asa Cofing, 138 
Salmon goes to Sea before Winter. 136. 
his baits, 31393140 
‘ “obi how made. 4 
Seafons of fith, 218 
| Spawning time. 53. Trouts in October. hee. 
pawn of the Chevin goad, - 16 
Snigling. _ 193 
_ Srones of the Pearch.182. Tench. ‘ t79° 
_ Water-Swallow. 105. Sheep. 3188 5 
Swallow carries Letters between two Arties. sf 
ceps all Winter. 69,19. returnsto the fame chim> 
_ Ney, as Salmon tothe (ame river, 138. 
_ Sheeps bloud a goed bait. 223 
Straw-worm, ; : 227 
Stickle-bag. a 223 


_ Theobalds. ‘ 
_ Tenchand Ecle love mud, 24r 

Tenth.17%, defcription, 179) the Pikes Phyfician, 

ee \ Poe! 
| Tit-lark. lo. 

_ Tottenham hill. ecu vatte 

— Trouts feafon with the Bucks, 665714: 

 feafon. 72. good. 

Parren Trout good in Winter. 

_ neva Trouts three cubits long. 

“ordidge Trout as big as a Salmon. 
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nea oe ” The Table, 

‘not to beraken with the Angle, Be 
Trout-lice, - Si kg 7 
Bull-trour. 70 
Trout timorous like the Hare. 3 127 
Trouts baits 234 

u 
Mmbers Trout-kind, 4 132 
‘Wasps made baits, 


223 
Water firft in the generation: 18, comprehends all the 
other Elements in the caufe of all fruitfulnefs. ibid 


Wheat-bait. 226 
Whipping for Bleaks, Ecaor 
Fine Wool paftures, "% 13 
Worms fic for baits. 6 
Worms the feveral forts, 91. how to make them ay“ 
pear. 63 
{ Y 
Yelvers. \ os Le | 835 
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